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Preface 



The US Army must be prepared to fight and achieve victory in combat 
operations conducted anywhere in the world. Moreover, the Army must be 
prepared to conduct military operations in support of national policy objec- 
tives through tactical engagement^ and logistical support at any level of 
intensity within the spectrum of conflict. It must be ready for war in deserts, 
arctic regions^ jungles, and mountains, as well as in urban areas. It must be 
ready to defeat modern and well-ei^uipped armies^ as well as smalh lightly 
equipped irregular forces. Training exercises help achieve the high level of 
readiness needed to defeat the enemy. 

Training exercises provide an excellent environment for the simultaneous 
performance of multiechelon responsibilities to evaluate and to sustain the 
skills of soldiers^ leaders, teams, staffs, and units. Exercises simulate battle 
conditions to train leaders, staffs, and units in their wartime missions. They 
also train leaders for mission-unique conditions and for applying the best 
tactics to the unit mission, enemy, terrain, and troops available (METT). 
Some exercises employ minimal troop support in providing commanders 
and staffs realistic practice in executing wartime missions. Other exercises 
combine complete units, including those from other services and nations in 
order to train critical teamwork and coordination skills. 

This manual provides commanders, staffs, and exercise planners with 
doctrine, guidance, and examples for planning, conducting, and controlling 
training exercises. 

FM 26-4, which is one of the 25-series of training manuals, covers the con^ 
duct of training exercises. Beginning with fundamental training theory, 
this manual discusses how to determine training needs and how to plan for 
and conduct the appropriate exercises. It concludes with sample scenarios 
for exercises. 

This manual is written for commanders, staffs, and exercise planners 
primarily at battalion level and above. It applies to both Active and Reserve 
Component units. The concepts described herein, however, are applicable at 
any level. It applies to combat arms, combat support, and combat service 
support units. 

The proponent of this publication is the US Army Training Board. Submit 
changes forimnroving this nublication on DA Form 2028 fRecommended 
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Tne proponent ot tfus publication is the US Army i taming lioard* bubmit 
changes for improving this publication on DA Form 2028 (Recommended 
Changes to Publications and Blank Forms) and forward it to the President, 
US Army Training Board, ATIC-TBT, Fort Eustis, VA 23604-5170. 

Unless otherwise stated, whenever The masculine or feminine gender is 
used, both are intended. 
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CHAPTER 1 

Training Management and Training Exercises 

TRAINING MANAGEMENT 

Commanders are responsible for all organizational training. They evaluate soldier and unit proficiency. 
They identify the training objectives and provide the necessary training guidance. They ensure that the 
training is supported with the needed resources and that it is properly planned and conducted. They then 
conduct and evaluate the training and obtain feedback. 

Training management is the continuous process commanders use to develop unit training programs. The 
goal of training management is the best combination of resources, materials, guidance, and time to meet 
specific training requirements. The training management functions depicted in Figure 1 apply equally to 
training exercises and to all training conducted in a unit. All management functions in the process take 
place at the same time. Training management and its applications are explained in detail in FM 25-2 . 



FIGURE 1. TRAINING 
MANAGEMENT IN UNITS. 



o 

planning a 

PHASE V 

O 




RESOURCE 

PHASE 

FEEDBACK 

O 

EVALUATION 

PHASE 



0 

c> 



0 



TRAINING 

PHASE 

o 



backward PLANNING 



PLANNING 



http://www.adtdl.army.mil/cgi-bin/atdl.dll/fm/25-4/Ch1.htm (1 of 7) [1/11/2002 2:28:24 PM] 






FM 25-4 Chptr 1 Training Management and Training Exercises 



Planning for training requires input from several sources. Commanders and their planners must know the 
unit missions, goals, and objectives and the guidance from higher headquarters. They evaluate unit and 
soldier proficiency and obtain feedback from recent unit training activities. Commanders add their 
knowledge and experience to this basic information and develop training programs that specifically 
address unit and soldier training requirements. 

RESOURCES 

Training plans specify training events or activities that require resources and support. To implement those 
plans, resource actions— 

• Identify. 

• Program. 

• Coordinate. 

• Obtain. 

• Provide the training support necessary. 

Training events and activities identified during the planning phase provide input for the assessment of 
resources required to conduct effective training. Feedback on how well current and past training was 
supported with resources is also essential input in preparation of the resource assessment. 



CONTENTS 

TRAINING MANAGEMENT 

Planning 

Resources 

Training 

Evaluations 

TRAINING EXERCISES 

Purposes 
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Phases 



During long-range planning, commanders and their staffs identify and request resources that require long 
lead times. During short-range planning, they identify and coordinate resources requiring shorter lead 
times. In the near-term planning period, they make final arrangements and provide resources to units. 

TRAINING 

Training can be as simple as performance-oriented training on a soldiers manual task. It can also be as 
complex as a field training exercise (FTX) using MILES and opposing forces (OPFORs). The training 
phase requires guidance with appropriate resources based on long-range, short-range, and near-term 
plans. FM 25-3 provides directions and examples for the conduct of training. 

EVALUATIONS 

Evaluation is a continuous process. Commanders continually evaluate planning and resource actions to 
ensure that they meet unit needs and comply with guidance from higher headquarters. Higher 
headquarters evaluate their own planning and resource actions, as well as those of subordinate units to 
make sure that they are mutually supporting and focus on the unit mission. Commanders at all echelons 
evaluate how leaders and soldiers perform. Based upon their evaluations, commanders provide feedback 
to the chain of command, to the trainers, and to those being trained. 

TRAINING EXERCISES 

Training in units develops and sustains those individual and collective skills that soldiers and units 
(including squads, crews, and sections) need to accomplish their missions. To help soldiers' and leaders 
learn and sustain their skills, commanders develop training programs that implement the best mix of 
individual, leader, and collective training. 

Training in units follows the hierarchy in Figure 2 , which FM 25-1 and FM 25-2 discuss in detail. FM 25- 
3 assists leaders and trainers to conduct training at company level and below. Collective training involves 
the upper four levels of the hierarchy. The training exercises described in this manual also apply to these 
levels but concentrate on unit and combined arms and services proficiency. 
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FIGURE 2. TRAfNING HIERARCHY. 
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PURPOSES 

The diversity of organizations, equipment, and environment inherent in air-land battles presents a major 
challenge to commanders. They must train soldiers and leaders who can effectively integrate the unit's 
weapon systems and doctrine to defeat an enemy that may be numerically superior. Training exercises are 
an effective way to build the team-work necessary to meet this challenge. All training exercises— 

• Sustain and reinforce individual and collective skills. 

• Develop and sustain command and control skills of commanders and their staffs. 

• Support multiechelon training. 

Individual and Collective Skills 

Training exercises combine individual skills, leader skills, drills, and weapon systems proficiency. 
Training exercises reinforce and sustain proficiency in individual and collective skills in units. In 
addition, exercises provide training on collective tasks found in Army Training and Evaluation Programs 
(ARTEPs) and integrate all elements of the combined arms team. ARTEP tasks are modified as required 
to accommodate each unit's METT. 



Command and Control Skills 

Command and control training sustains skill proficiency for leaders, staffs, and individual soldiers. It 
reinforces common skills and those particular to duty positions. It trains each echelon to respond to the 
needs of higher, lower, adjacent, and attached combat, combat support (CS), and combat service support 
(CSS) units. Responding to subordinate units is particularly important. Inexperienced commanders and 
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staffs tend to orient themselves to respond upward and overlook the needs of subordinate units. One of 
the prime purposes of training exercises is to teach leaders to orient on the needs of subordinate units in a 
sequence of timely troop-leading steps that allow units to execute the mission properly. 

Doctrine and training support materials for command and control training include such items as 
scenarios, simulation models, and recommended task lists. The unit can adapt these materials to address 
its unique METT assessment. Command and control training packages prepared by proponent service 
schools support MOS cross training and train-up and sustainment training. These packages are for each 
echelon of the command, including combat support and combat service support. 

To win air-land battles, all elements of the combined arms and services team must be integrated and need 
to function effectively on the battlefield. Commanders must be competent in their command and control 
tasks. Battle staffs must be proficient in executing staff planning responsibilities to achieve full 
integration of supporting arms and services. Training that enhances these skills should receive emphasis 
at battalion level and above. The three categories of command and control training are battle staff 
training, survivability training, and combined arms and services training. 

Battle Staff Training. Battle staff training allows commanders and their staffs to fight air-land battles in 
diverse command post configurations under realistic combat conditions as smoothly functioning teams. 
This training is vital to command and control of units. It develops the proficiency of individual staff 
members and molds them into trained teams that can effectively manage and coordinate all systems to 
support the command's mission. Such training requires that individual staff members know the unit's 
tactical SOPs (TSOPs) thoroughly. The TSOPs must be updated as appropriate to address changes in unit 
operations. Battle staff training relies heavily on simulations since they are often the only way to present 
many air-land battle situations and tasks to enable the commander to train his staff. 

Survivability Training. Survivability training ensures proficiency during intense and continuous combat. 
It ensures that individual soldiers and teams can operate effectively in a variety of situations. It involves 
those routine tasks that units must perform well to ensure their survival. Examples include— 

• Operations in nuclear, biological, or chemical (NBC) environments. 

• Operations in hostile electronic warfare (EW) environments. 

• Operations using various command post (CP) configurations. 

• Operations required to feed, arm, fuel, and maintain the units' command and control elements. 

• Procedures for succession of command. 

• Limited visibility operations. 
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• Activation of alternate communication methods. 

• Activation of alternate command posts. 

• The hand-off between command posts (tactical CP to main CP). 

• Passive air defense. 

• Local security, to include calls for indirect fire and close air support. 

Most survivability tasks are detailed in SOPs and provide standardization within a unit. Thus, they can be 
practiced prior to exercises. There is often no effective substitute, however, for full-scale exercises using 
all assigned equipment and personnel in a simulated combat environment to assess unit survivability 
proficiency in an environment that simultaneously employs all systems to full capacity. 

Combined Arms and Services Training. Proficiency in combined arms and services training is required 
for units, staffs, and commanders to fight and win air-land battles. Examples of systems required to be 
integrated into training are— 

• Fire support. 

• Intelligence. 

• Electronic warfare. 

• Airspace management. 

• Air defense artillery. 

• Ground maneuver. 

• Antiarmor. 

• Combat support. 

• Combat service support. 

A single level of command and control first attains proficiency through battle staff training and 
survivability training. Battle simulations are an important means currently available for commanders and 
staffs to practice combined arms integration. Once technical proficiency by the battle staff has been 
achieved, it should be integrated with supporting, supported, and adjacent units in full-scale exercises 
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against a target array or OPFOR that realistically represents the enemy. Although the battlefield cannot 
be replicated completely, it should be represented accurately to include electronic warfare, sensor, and 
electronic intelligence targeting. Training aids such as emitters, transponders, jammers, and OPFOR 
vehicles to represent the enemy formations allow the commander to train the unit to operate under 
combat conditions. 



PHASES 

Training exercises contain three phases: preexercise, execution, and postexercise. The preexercise phase 
covers planning and preparation. It ends with the start of the execution phase (STARTEX). The execution 
phase begins at STARTEX and concludes with the end of the exercise (ENDEX). During the execution 
phase, player units participate in the exercise, which is controlled and evaluated according to plans 
developed during the preexercise. The postexercise phase, beginning at ENDEX, covers reviews and 
reports. All training events and exercises should conclude with after-action reviews (AARs). These 
reviews provide training as substantive as the activity itself. In AARs, commanders determine 
accomplishment of exercise objectives based on input from staffs, controllers, evaluators, umpires, and 
OPFORs, as appropriate. Participants should be. encouraged to discuss what happened and why. They 
should be encouraged to suggest solutions and offer recommendations. To overcome short-comings, 
exercise participants can make a valuable contribution to training evaluation efforts by gathering 
information and analyzing the critical lessons learned. These lessons become essential elements of 
information (EEI) for commanders and trainers in the ongoing training management process. AARs must 
be conducted periodically during the exercise to gain maximum training benefit. 

AARs should be used at every echelon, and they should occur as often as necessary to ensure that 
participants learn from the training conducted. If the exercise divides into deployment, attack, and 
defense, for example, an AAR should be conducted after each phase. If significant events, such as a 
movement to initial positions and a deliberate river crossing, occur in a phase, an AAR should likewise 
be held after each significant training event. Appendix G contains additional information on AARs. 

As soon after ENDEX as possible and prior to leaving the exercise area, controllers, umpires, and 
evaluators conduct an exit briefing for those players with whom they were closely associated during the 
execution phase. As soon after ENDEX as possible, the exercise director prepares a formal after-action 
report for the unit commander. This report, which is distributed through the chain of command, is based 
on input from controllers, umpires, and evaluators. These reports and the AARs that precede them 
summarize the exercise. Commanders use them both to observe and evaluate staffs, leaders, and soldiers 
and to plan future training. The best use of these evaluations is to apply lessons learned to training within 
the near term (two through six weeks), rather than to file for review prior to the execution of the next 
major exercise. 
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CHAPTER 2 

Exercise Planning 

ANALYSIS 

During the planning phase of training management, commanders at each echelon determine the need for 
training exercises and identify the types they will use. The need for an exercise is based upon— 

• Higher headquarters' analysis of subordinate unit proficiency. 

• Higher headquarters' issuance of the missions, goals, objectives, and guidance. 

• Commanders' evaluations of unit and soldier proficiency. 

Higher headquarters employ the exercise planning steps explained in this chapter when directing 
subordinate units to participate in training exercises. Subordinate units also employ applicable planning 
steps based on information and orders received from higher headquarters. When commanders direct 
internal exercises, they must ensure that the exercises meet unit training needs and objectives. 

Commanders must first analyze soldier, leader, and unit training proficiency. Then they select a particular 
type of training exercise. A training analysis must first establish the training requirements and the 
priorities for unit training programs, as described in FM 25-2 . This analysis also determines the training 
objectives, which are based on the individual and collective skills that need initial or sustainment training. 
In so doing, the analysis must consider the three categories of command and control training: 

• Battle staff training. 

• Survivability training. 

• Combined arms training. 

One or more of these categories must be included in the unit training objectives and integrated in the 
exercise. The exercise objectives should be specific, relevant, realistically obtainable, measurable, and 
supportive of exercise goals. Exercise objectives should be organized into functional areas to highlight 
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activities that need improvement. Properly stated objectives provide players, controllers, umpires, and 
evaluators with a solid basis for conducting their evaluation and AARs. When the exercise objectives are 
established, the type of exercise to be conducted can be selected. 

CONTENTS 

ANALYSIS 

SELECTION 

CONSIDERATIONS 

Flexibility 
Resources 
Participants 
Battle Simulations 
Situational Training Exercises 
PREEXERCISE PLANS 

Preparing an Exercise Directive 
Assigning Responsibilities 
Planning Milestones 
Conducting Research 
Preparing a Supporting Plan Schedule 
Preparing an Outline Plan 
Conducting a Reconnaissance 
Completing the Exercise Support Plans 
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Preparing the Scenario 
Preparing an Operation Plan 
Publishing the Letter of Instruction 
Preparing a Contingency Plan 
Preparing the Terrain 
Conducting a Rehearsal 



An exercise must never be conducted simply for its own sake. It must always help to attain training 
objectives, which are tied to the unit mission. 

SELECTION 

Once the initial analysis is completed, commanders determine the type of exercises to be conducted. 
Comparing the objectives with the kind of training that each exercise provides, they identify the proper 
exercise, within resource constraints, that can best meet the objectives. Table 1 shows the exercises that 
best fit the command and control training categories for each echelon of command. 
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Map exercises (MAPEXs) are employed to teach staff planning and coordination, as well as preparation 
of estimates and operations orders. They are not conducted below battalion level. Commanders employ 
tactical exercises without troops (TEWTs) to teach the effective use of terrain to subordinate leaders. 
TEWTs involve specific tactical problems, employing unite and weapon systems. Command post 
exercises (CPXs) are effective in training members of staffs, command posts, and communications 
systems above company level. ETXs provide realistic survivability and combined arms training for the 
total force. Battle staff sustainment training does occur in ETXs. However, to preclude the delays and 
inefficient use of troop-leading time that normally occur in the preliminary training of the staff, they 
should not be selected solely for this purpose. Battle staff skills should be sharpened through CPXs, 
TEWTs, and MAPEXs prior to an ETX. 

Table 2 aids in selecting the appropriate exercise. It shows training exercises and some of the systems and 
objectives that can be trained effectively. The "X" indicates the exercise which best affords realistic 
training in the employment of the system or attainment of the objective indicated. Eor example, the 
training objective "Staff procedures" is shown only for the MAPEX, CPX, and command field exercise 
(CEX) since they are the most effective ways to train those objectives. 
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CONSIDERATIONS 

FLEXIBILITY 

The planning phase must recognize the value of flexibility and the necessity for being thorough. Planners 
must plan for alternate types of exercises in case weather or other constraints prohibit the originally 
scheduled exercise. For example, if a brigade needs an FTX but there is a chance of funds being reduced 
or the possibility of excessive maneuver damage, contingency plans for a CFX or CPX should be 
prepared concurrently. 

Exercises must be flexible. They should allow subordinate commanders the freedom to innovate within 
the framework of new or existing doctrine, tactics, techniques, and operating procedures. They should not 
follow rigid timetables that inhibit training and learning. Instead, they should establish schedules that 
provide sufficient time to correct mistakes and ensure learning and AARs at all levels. 
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RESOURCES 

Once a headquarters decides to conduct a training exercise, the needed resources must be identified and 
procedures begun to obtain them, in accordance with the training management procedures described in 
FM 25-2 . The general steps below must be taken before beginning detailed work. They indicate whether 
the exercise can meet the training objectives. If any area appears inadequate, the commander must decide 
whether to proceed or consider an alternate training activity. 

Facilities and Land 

Planners must consider the environment for the exercise and the impact of weather. If inadequate land or 
facilities will seriously degrade training, planners may have to alter the exercises. For example, if an FTX 
has been selected but the available training areas are not large enough to allow unit tactics to be 
realistically played, the planners may— 

• Reduce the number of units in the exercise. 

• Use a MAPEX or a CPX in place of an FTX. 

• Conduct the exercise at a lower echelon. 

Range facilities in the continental United States (CONUS) usually limit LFXs to company team level. The 
exception is the National Training Center (NTC) at Fort Irwin, California. At the NTC, resources and 
distances permit LFXs at battalion task force level. Except for scaled range training, range limitations also 
restrict fire coordination exercises (FCXs) to small units. Battle staff training during FCXs is generally 
limited to— 

• Fire support coordination. 

• Fire control. 

• Preparation and issuance of plans and orders. 

When exercises use privately owned land, planners must also consider maneuver damage control. 

Support 

Training exercises require support. Some exercises consume large quantities of allocated resources such 
as fuel, spare parts, flying hours, and maneuver area time. The planners must ensure that the exercises can 
be conducted within the resource levels and that the training received justifies the resources expended. 
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Commanders and staffs ensure that internal and external support equipment is sufficient. For example, 
communications and transportation for players, controllers, umpires, and evaluators must be adequate. 
Player units, including HQs, should use only organic transportation, communications, and TOE 
equipment. Doing so teaches them to employ the full capabilities of the unit. They should not rely on 
outside assistance to replace systems that are not mission capable or to beef up the authorized strength of 
the staff. Controller, umpire, and evaluator equipment must not come from player units. 

Time 

The time allocated for each exercise must permit appropriate troop-leading steps to be exercised, as well 
as develop tactical situations that lead to logical and sound tactical employment of player units. The time 
should also be allocated for conducting complete logistical support of tactical operations, as well as for an 
appropriate AAR. 



PARTICIPANTS 

Planners must consider whether or not units or groups of individuals to be trained are of the proper size or 
strength to benefit from the type of exercise selected. For example, the soldiers of a tank platoon 
consisting of two-man tank crews can be expected to gain very little from an LFX. Personnel shortages 
might also cause commanders to conduct CFXs rather than FTXs. 

BATTLE SIMULATIONS 

Battle simulations, both manual and computer-supported or computer-assisted, provide effective training 
in many battle staff skills. Battle simulations can be used with virtually any scenario. They are readily 
adapted to specific local conditions and unit missions. 

Simulations will not correct all command and control training problems or substitute for field training. If 
properly used, they can provide a readily acceptable means for exercising significant elements of the 
command and control system. 

Battle simulations have the following characteristics: 

• They are relatively inexpensive. 

• They do not require large training areas. 

• They save training time. 

• They reduce preexercise and postexercise requirements. 

• They are flexible and easily tailored to unique training objectives. 
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• They can present situations (nuclear, chemical, tactical air) that cannot be reproduced in other 
training environments because of safety or expense. 

Battle simulations encourage multiechelon training. Higher and lower echelons can be exercised 
simultaneously with a minimum expenditure of valuable training resources. Simulations can portray joint 
service operations involving the Air Force, Navy, and Marines, as well as the combined elements of other 
nations. Battle simulations can also portray various equipment mixes or degraded operations, allowing 
commanders and staffs to exercise back-up systems and procedures. 

Battle simulations provide realistic cues and feedback to the command as a result of decisions made by 
higher, lower, and adjacent units. Each command group executes and subsequently modifies its plans, 
based on the situation. Simulations force command groups to adjust plans, organizations, assets, and 
firepower to cope with changing battlefield situations. They may also force adjustments in command post 
configurations and procedures to deal effectively with unforeseen situations. 

Battle simulations can create unique mixtures of organizations, equipment, missions, and operational 
situations. They do this while realistically portraying the unit METT. Questions and comments about 
battle simulations may be addressed to Deputy Commandant, Command and General Staff College, 
ATTN: ATSL-SWN, Fort Leaven-worth, KS 66027; AUTOVON 552-4612/2442, Commercial (913) 684- 
4612/2442. 

Tactical engagement simulations such as MILES add significant realism to field exercises. They do so by 
confronting leaders and soldiers with realistic simulations of direct fire weapon systems in a training 
environment. Only units that have demonstrated high levels of proficiency during battle drill and 
situational training exercises should use MILES for training. Because MILES is the most realistic training 
short of actual combat, it should be approached with detailed planning that keeps the training objectives 
clearly in mind. For details on the planning and use of MILES, see TC 25-6 . 
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TABLE CURRENT AND PROJECTED BATTLE TRAINING SIMULATIONS. 

COMPUTE R^SUPPORTED, 



Echelon 


MANUAL 

SIMULATIONS 


OR COMPUTER-ASSISTEO 
SIMULATIONS 


COPiPS 


Wat EAgI* 

Elm Batiifr'BC 


TACSIM 


DIVISION 


First Battle 
Flrat Battle^ BC' 


CaMM$ II' 


SmSADE 


Regeeus 


CAM MS 




First Batll^BD' 


CAMMS ir 


BATTALION 


R&gaaui; 


CATTS 




First Battle- SO'* 


OAMMS 




Trenswar l/||/|||* 


CAMMS M* 
ARTBASS' 
MACE' 
ATLAS l/ir 




''UndtH' davfllaprnnnt, 


MEDMQ[>* 



LECENP; 

AnTBAS$- Trwninjji Battle Sirnufatian Byatam 
ATIA$ ■ ATfeetical Logntical snd Air Simulatlen 
BC ' battelivn through corpa 

CAMME^ ComEHJtsf-AauiitBd Map Mattgini'ef Sirrmlntian 
MEDHOD ■ Medical Mchdule 
TACSIM - Tactical Slmutalion 



SITUATIONAL TRAINING EXERCISES 

The use of situational training exercises (STXs) should be considered in the development of an exercise. 
They teach the "best" or preferred way to accomplish a task and are a standard way in which a task should 
be executed. They are developed by the service schools to teach the doctrinally preferred way to perform 
a specific mission. FM 25-3 explains the STX concept. STXs can facilitate training through the 
application of standardized tactical formations and employment. Thus, they should be considered in 
planning and preparing for an exercise, whenever appropriate. 

PREEXERCISE PLANS 

The preexercise is usually the longest of the three exercise phases. For large exercises, such as the FTX 
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portion of Redeployment of Forces to Germany (REFORGER), this phase can take longer than a year. 
The preexercise phase develops all the support plans that govern the execution and postexercise phases. 

Planning begins immediately after the decision has been made to conduct an exercise. The planning steps 
listed below are used to prepare for an exercise. Specific exercises may omit some. These steps are 
generally sequential; however, some may be performed simultaneously. 

• Preparing an exercise directive. 

• Assigning responsibilities for planning. 

• Conducting research. 

• Preparing a supporting plan schedule. 

• Preparing an outline plan. 

• Conducting a reconnaissance. 

• Completing the exercise support plans. 

• Preparing the scenario. 

• Preparing and issuing the operations plan (OPLAN). 

• Publishing the letter of instruction (LOI). 

• Preparing the terrain. 

• Conducting a rehearsal. 

The training objectives and the echelon at which the exercise is to be conducted deter-mine how complex 
these steps will become. For example, at battalion level there may be little or no need to conduct detailed 
research or to write a planning schedule. Much of the planning can take place during training meetings. 
However, at division level, research and written planning schedules are necessary. They can be the key to 
a successful exercise. 



PREPARING AN EXERCISE DIRECTIVE 

The headquarters requesting or conducting the exercise issues an exercise directive. It starts the 
development process. 
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Before preparing the exercise directive, the exercise planner carefully considers the purpose of the 
exercise, the objectives stated or implied by the commander, and guidance from higher headquarters. The 
objectives are the basis for planning and developing the exercise directive. An exercise directive will— 

• Name the exercise director and provide for a staff. These personnel will plan the exercise. 

• Specify what type of exercise to conduct and state its specific training objectives. 

• Indicate the time frame for the exercise, its physical location, and the duration of its execution 
phase. The location, time, and duration must be consistent with the type of exercise selected, the 
participating units, and the training objectives. 

• Prescribe the type and number of participating units. 

• Identify the type and quantity of special equipment required. 

• Provide additional information such as funding, environment, and any pertinent assumptions. 
Funding data should specify both fund citations and fund limitations. Environmental information 
should describe the strategic setting to be played during the exercise. It should describe the type of 
exercise envisaged such as general or limited warfare or internal defense operations. It should also 
include area and background studies pertinent to the exercise site. 

ASSIGNING RESPONSIBILITIES 

Planning and conducting a large exercise requires the same attention to detail as an actual combat 
operation. The exercise director and designated staff are responsible for planning and conducting the 
exercise to meet the training objectives stated in the exercise directive. See Figure 3 for a summary of 
planning staff duties and coordination. Normally, the planning staff G3/S3 acts as the principal 
coordinator for the exercise director. 
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Ftf^URE 3. PLANNING STAFF DUTIES. 



G3/S3^ thi6 unit trotif] lifit, which id«ritifiA£ th» units in ths 

0x6rciSd and thosa in Iha Support Structure. 

Prepares iSe manning table for the comrol origanization. 

IVotB: tf flimuEatad unlta are to ba portroved. they an ahown in the unit 
troop li*t for plHyer planninv purpoiaa. The organiiadion and manning of 
the OKercita planning ataff and tha contiol Staff are all ineludatf intiitaunit 
troop ir*t. The final unlf troop list ahoufd h* aatahflehod oariy in ih« 
planning aaquancoi and altorotiona ahould ba avoldad. 



Q1/S1 Id&ntifies controller' requirements based on the input provided by the 
pPb lining staff G 3 and the chief controller. 

Hes responsiblity for ihe personnel portions of the exercise plan. 

Provides ibo plenn ing staff G 3 with the namer ra nK and organiMtion of per- 
sonnel who have a part in conducting the Mercige, 



L 
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FIGLPRE 3, PLANNING STAFF DUTIES (cDntinuedi| 



Scudie-^ jhe flitarcise order, appropriate refersncas, and tha Manarip, In 
CPO^dirration with the pl9Pnin.9 Staff G3, prepares a series of OPFQR 
sitpations to guide the conduct of l fra eKereise, The planning steff G 2 Should 
refer to Appendix D of tfiia manual. FM 30-102, and FM 34-71 to plan the 
OPFOR Scanario. 

Prepares the information Ciancerninfl the enemy situation and the plan for 
disseminatirip it to the players. Jse of preaxarcise Imelligonce buildup 
allows the staff to decorria ramiliar with the OPFOR order of battle and to 
prepare- appropriate intelligenca estirnaies naaded during the initiaJ phasa 
of tha exercise. 

Preparag the Intailigenca plan and the- intelNgenca annex to the OPLAN, 



Studies the exereisB directrife, appropriate references, and the scanario; 
eoOBults with senior logislic controllers and agencies that will support the 
exercise. 

Plans the logistic play of cpmibst service suppOJi units. 

Plans for the actual support of the exercise, to includs iha maneuver 
damage plan prepared in coordination with the planning siaff G5. 

Drafts the administrative and logistics plan and reconnoiiters the lerrain to 
make aura that the o PLAN is Supportable with ir> the ffamowork of available 
Idgislics resourcBB. 



Studies the exercise directive, appropriate ralerences, and Iha Ecenario; 
prepares the civil- mi fitary operatiems (CMO> plan. 

Coordinates with the planning staff G3 to ensure that the CMC plan 
conforms to the axercise OPLAfJ. 

Coordinalos with the planning staff G4 to ensure an adequate 
admin i St rati VO and logistics plan, including provision-B toi maneuver 
damage payments. 

Consufts wiih the G1 p G2, and Q3 regarding civil affairs and psycho logical 
operations fPSYQP) requirements for controller personnel. 

Nqt«; If the i« conducted on privotaly owned ■■n>d, tha QG/Sfr 

condkfctt a praaxanciH poaitiva puhliciTy campaign, ta Inoludi briofinga 
for local authoiilin. Thl| npnnallv baplna three icelximonlfu Inedvanci, 
ft expJalna the purpoia of Ihe vxorciia, tha raaton whv privately ewnad 
laiMl mLwt b* need, and tha atept takan by tha military authoritfae id 
rninimiit manauvar damigw. 



PLANNING MILESTONES 

Developed early in the process, milestones will ensure full and timely completion of the planning effort. 
Typical milestones for a brigade-size FTX are shown in Table 4 . The planning milestones to support a 
large division exercise would be more extensive and include such actions as establishing budget 
requirements and acquiring maneuver land permits. Exercises that involve Reserve Component units also 
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require extra planning and preparation time. 



TABLE 4. EXERCISE PLANNING MILESTONES. 



DATE 


MILESTONE 


E^1 3 m 14 mnrtha 


Exsrclu Ln$aii«(l In King- rDUg* plflnnmg cfllendar. 


E- 1 ZO ilaYV 


Training obiectlvfii delH-nnin^ AiidiJI^EtninQ rgsp^niibilHiccMvignod.. 


E-11E 


ExircjoD selected. 


E-IICJ 


Exercise ares eelacted (may be raquired leaner baead up^n Incd 
mdntigvqr area ellecatien requiremante]. 


E-100 


ExefCiie dlractive published. 


E-30 


Reiaerch cempletad. 


e-w 


Supporting plan aohadule prepared. 


E-7B 


Outline plan developed. 


E-70 


Reconnaissance conducted. 


E-ftO 


LOI pneperedr 


E-W 


Scenarip prspered- 


E-30 


OPLAM and ^upporhitg plans nnd dHTcumants prepered and issued. 


e-is 


Terrain prepared. 


E-15 


Cantrcllers. evaluetara. and umpires trained. 


E-16 


Pleyers briefed. 


E-7to E-13 


CPFQR.. controllers, umpires, aveluatora, and comniLmlcaTldns 
rehaaried. 


E-Z 


Unit movemanl ponduCtad- 


E lb 


Exerclse fSTARTEK to eNDE?C| oanducmd 


E+7 


Altar-action review completed. 


E4|i 


Alter-action report completed. 



LEGE MO: E - Exercise fthe first dete ai ineneuver^ «r STARTED) 



CONDUCTING RESEARCH 

New missions spawn new tactical doctrine. In turn, the new doctrine generates requirements for improved 
weapon systems, equipment, and organizations. Thus, exercise planners must be thoroughly familiar with 
doctrine, TOES, and equipment requirements prior to development of training exercises. Exercise 
planners must conduct appropriate research to update controllers and participants prior to STARTEX. The 
intelligence staff provides the information for making the OPEOR and the combat environment realistic. 
Realism maintains the participants' interest and enthusiasm. 

Such research identifies appropriate and available training support or training support materials. Up-to- 
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date training support may come from Reserve Component activities such as maneuver area commands 
(MACs) or maneuver training commands (MTCs). These organizations develop and conduct exercises for 
Reserve Component units. Planners may request model training exercises developed by proponent service 
schools. Use of the models may save considerable planning time by providing examples and format 
guides. Planners should consider battle simulation kits, available through training and audiovisual support 
centers (TASCs) or training resource assistance centers (TRACs). They should consult after-action reports 
and lessons learned from previous exercises. Planners should also consult administrative references. 

These ensure that the exercise planning is consistent with policy governing the safety and welfare of the 
participants. Post and garrison regulations, range regulations, and unit SOPs are always pertinent and 
should be reviewed prior to the publication of exercise plans. 

PREPARING A SUPPORTING PLAN SCHEDULE 

Training exercises must have complete, workable supporting plans. Exercises may fail to accomplish all 
intended training objectives if planners overlook guidance essential for conducting them. The supporting 
plan schedule lists all the major plans required for the exercise. It also designates the staff officer 
responsible for each plan and the time when it must be submitted for the commander's approval. The 
amount of time required to produce the plan will vary with the experience of the planning staff. 



figure 4. SAMPLE EXERC;SE SUPPORT PLAN SCHEDULE. 



Exercise Name ^ 

Hsceived Ccmnnmandar'B Exercise Concept 

Period Available for Support Plan Preparetioni 



1. 


EXERCISE 
SUPPORT PLAN 
Maneuver Damage Plktl 


START 

□ATE 

E-50 


COMPLETION/ 
APPROVAL DATE 
E-30 


STAFF 

RESPONSIBILITY 

GS 


2. 


1 iltCTtnation Plan 


E-50 


E-31 


G5 


3. 


Civil- M II rtary OpcrstiDns Plar 


E-SO 


E'32 


G5 


A 


AdmiristrctiVfii/Lftgistjc^ Plan 


E-50 


E-32 


ei/G4 


5. 


CcminunicatiDna Plan 


E’43 


E-34 


Division 


6. 


Control PlariB 


E 45 


E>35 


Communtcaliona 

Otticw 

G3/G1 


7. 


OPFOfl Mansirver Plans 


E 60 


E 60 


G2/G3 


e 


IntalNganca Plans 


E 60 


E-50 


G2/C3 



For a battalion-level exercise, the S3 prepares a planning schedule. It may be nothing more than a brief 
written set of milestones which identifies the tasks to be trained. At corps and division levels, the planning 
staff G3 prepares a planning schedule that calls for detailed supporting plans. The first step in preparing 
this schedule is to determine the data that will be used as a basis for the exercise. Using backward 
planning as described in FM 25-2 , the G3 sets completion dates for each sup-porting plan based on its 
required publication date. The schedule allows for timely planning and detailed coordination between 
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appropriate staff agencies. 



PREPARING AN OUTLINE PLAN 

The outline plan is the framework used to build the scenario— the story of the exercise. The procedures for 
developing the outline plan depend on the size of the unit involved. In small-unit exercises at company 
and battalion levels, the reconnaissance phase and the outline planning considerations are normally 
combined. For large-unit exercises, these two phases are separated. Nonetheless, exercise directors and 
staffs take the same actions in preparing outline plans for large-unit and small-unit exercises. 



FIGURE S, SEQUENCE FOR THE OUTLINE PLAN. 

1 . what miist b« done by anaJyiit >9 the execcise directive to ensure that the com- 
mander's intended Oiirpose is understood and that the proposed training objectives wili 
achieve it. 

2 . SrHect the general area (facrtitiec ar land] tor the axencise. 

3. Consider the general sequence of events. 

4- Examlnethe traiiting objectives to identity those factors that haves bearing Onthe [bourse of 
action. 

5. Determine hew the terrain wiH affect each sequence. 

€ Select a feesfble sequence bf events that may be used to accomplish the Irairtlng Cbj actives. 

7. Retain and compare all feasible cotrtbi nations with orie another. 

Choose the bast sequence. This becomes the FBCommanded course of action. 

3. Select actual locaticns and visualiie combat situationa at these locations. In doing so, 
either of two methods can be employed: Selecting a final objective and scheduling other 
events by using the backward planning, or sheeting a final objective end scheduling other 
events starting from the initial sssembiv sroa. 

ID. Develop scheduler as guides for completing objectives end keeping the combat siiuetion 
reelistic. 

1 1 L Develop control measures to guidothe exercise. Control measures, such as boundaries and 
phase lines, are essentisHv the same as those for actual operation. Additionally, the 
activities antf status of notional units can be used to assist in the control of player units.. 

1 2 . Anticipate problems that may prevent the BaOrc i w from progressing As OutI i ned 1 the effects 
of adverse weather on aviation activity, for exampla. or the unavailability of special 
personnel or equipmor^t. Develop alternate ooumos of action for such continganciaa. 



CONDUCTING A RECONNAISSANCE 

Planners should make the most efficient use of land allocated for exercises. They should first study 
updated maps of the areas with updated aerial photographs, if available. They should analyze the land to 
determine its military features, including observation and fields of fire, cover and concealment, obstacles, 
key terrain, and avenues of approach. For example, if an exercise starts with the mission "deliberate 
attack," the planners should first select the final objective. They then plan backward, choosing a possible 
assault position, a line of departure, an assembly area, and other control features normally used in the 
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attack. 

Planners must select locations for OPFOR activities or positions where specific actions are to take place. 
They conduct intelligence preparation of the battlefield (IPB) for each phase of the exercise, using US and 
potential adversary doctrinal templates. Next, they select locations for roadblocks, road guards, and 
control points. Then they determine the overall scheme of the operation by visualizing the employment of 
the parent unit two command levels higher than the participating unit. For battalion exercises, they must 
visualize the employment of the entire division. 

In selecting the locations, planners must remember that they are limited to the areas designated for the 
exercise. In special cases where the exercise may use land not owned by the military, they must get 
approval to use such land and consider environmental impact during initial planning. 

Plans must be developed that fully use the terrain but do not abuse it. The use of legs, as illustrated in 
Figure 6 , is one method of ensuring that terrain does not suffer from excessive maneuver damage. 




Second, planners reconnoiter the ground to verify the tentative plan prepared from maps and aerial 
photographs. Ground reconnaissance should consider such points as— 

• The use of chemical agents and decontamination requirements. 

• The impact of tactical engagement simulations. 

• The effect of low visibility operations. 

• Maneuver damage and safety. 
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• The impact of the equipment such as the Ml tank as compared to wheeled vehicles. 

A ground reconnaissance validates the plan backward from the objective. It verifies that the plan is 
appropriate for the participating units. At the objective, the planners critically examine the terrain, as 
would an enemy commander, to determine the most realistic locations for scheduled activities. The 
planners then move through the remaining portion of the area and determine the most realistic locations 
for other planned events. The planners should change the original plan as necessary. Then they submit it 
to the directing authority for approval before making any further plans. If the map and aerial photographic 
reconnaissance has been thorough, the original plan may require only minor changes. 

COMPLETING THE EXERCISE SUPPORT PLANS 

For the training exercise to run smoothly and accomplish its objectives, written support plans must 
contain practical guidance for the exercise participants. The plans discussed in this section are distributed 
to the appropriate controllers, umpires, evaluators; OPFORS, and players. 



TABLE 5. EXERCISE SUPPORT PLANS. 



SUPPORT PLAN 


RESPONSIBLE STAFF 


lntftl(j<gAncB Pljint 


02/G3 


Control PlifH 


Chief Cnntrtller 


Adminittritivfl and Lngiiticf PItn 


01 /G4 


Movement Plan 


04 


Menouuvr DtrTi4$« Plan 


OS 


CMh Military dparationt Plan 


GS 


Emerganov or RoadillOSl Maaiurea Plan 


G3 


Oriontation and After- Action Review Plan 


03 


Informatbn Plan 


G5/PAO 


Claimq Plan 


G5/SJA 


CeiTkptrollar Plan 


CnmptrallDr 


SacordB end Rap^rtf Plan 


G3/Exorcite Director 


Oparatiana Plan 


G3 


EvafuatiDfi Plan 


03 


Cnntingancv Plan 


G3 


LEQEND; PAO - public affaira SJA 


^ ateff Judge edvoceta 



Intelligence Plans 

The planning staff G2 prepares the intelligence plan in coordination with the planning staff G3 and the 
chief controller. The plan should provide for— 

• OPFOR units to portray OPFOR tactics. 
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• Realistic input of combat information. 

• Timely introduction of information into the exercise intelligence. 

Before writing an intelligence plan, the G2 studies the directive and the scenario. In coordination with the 
G3 and designated OPFOR commander, the G2 prepares a series of OPFOR situations. These will guide 
the exercise in a scenario that reflects the tactical doctrine, capability, and vulnerability of the selected 
adversary. The G2 then reconnoiters the terrain to ensure that the OPFOR situations are feasible. The 
intelligence plan and its support documents must be carefully coordinated with the control plan and the 
operations plan. 

OPFOR Situation. This portion of the plan covers the various enemy situations that must be portrayed by 
the OPFOR. To clarify it, planners prepare a situation overlay for each phase. Given the OPFOR 
situations and overlays, the OPFOR commander makes a detailed plan of operations for the required 
tasks. This plan includes simulating OPFOR units that are not physically portrayed. 

The play of intelligence sources and agencies is described. These include— 

• Aerial surveillance and reconnaissance. 

• Surveillance devices. 

• Patrols. 

• Signal intelligence. 

• Electronic intelligence. 

• Prisoners of war. 

• Technical intelligence. 

Counterintelligence, guerrilla activities, enemy propaganda, counterpropaganda, and intelligence activities 
in rear areas are also portrayed. Planners first determine what systems the player units have for collecting 
this information. The types of intelligence portrayed by the OPFOR must be varied enough to exercise all 
the intelligence collecting agencies of the player unit. 

The NBC attack capabilities of the OPFOR are developed in enough detail to require the player units to 
interpret the information gathered. Plans should be made for early dissemination of— 

• Meteorological data. 
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• Recent OPFOR NBC activities. 

• Intelligence bulletins on OPFOR equipment. 

• Unusual diseases. 

• Other pertinent information. 

Whenever possible, OPFOR capabilities should be represented by replicating actual intelligence targets 
for friendly units to detect. This not only refers to combat-electronic warfare intelligence (CEWI) 
activities, but applies across the board for all systems. It is essential that exercises duplicate the tasks, 
conditions, and standards that must be mastered to fight air-land battles in a realistic environment. 

Situations are developed for disseminating electronic warfare support measures (ESM) information, 
current OPFOR electronic warfare order of battle (OB), and recent OPFOR electronic warfare activities. 
OPFOR tactical deception (TD) and counter-deception activities are standard parts of exercise scenarios. 
They are necessary for realism. The TD story must be plausible, complete, and consistent with previous, 
current, and anticipated OPFOR activity. 

Intelligence information released to friendly forces must depict both the TD and the true exercise 
activities of the OPFOR, though not necessarily at the same time. There should be enough information in 
both categories so that friendly forces will have difficulty in reaching a quick decision about the OPFOR. 
Information for bringing the play back to the intended path must also be ready in the event that friendly 
forces accept the initial OPFOR TD activity as the true picture. OPFOR counterdeception activities 
should be realistic and inhibit friendly development of TD activities. Planners always distinguish between 
exercise and actual security and intelligence measures. 

Directive to OPFOR Commander. The planning staff G2 prepares a directive outlining the OPFOR 
commander's responsibilities. It cites the training objectives, announces the exercise dates, and specifies 
the suspense date for the OPFOR commander's operation plan. The directive also defines the command 
relationship between the OPFOR commander and the exercise director or chief controller. 

Special Instructions to the OPFOR. These instructions are an enclosure to the OPFOR commander's 
directive and outline matters of interest to the entire OPFOR unit. At a minimum, these instructions cover— 

• The composition and identity of the OPFOR. 

• OPFOR uniforms and equipment. 

• Provisions for an orientation of OPFOR key personnel. 

• Guidance for conducting OPFOR training. 
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• Preexercise training area allocation. 

• A rehearsal schedule for OPFORs. Rehearsals may be MAPEXs, terrain walks, CPXs, FTXs, or a 
combination of these. 

• OPFOR conduct during the exercise. This includes actions taken with prisoners of war (PWs) and 
as PWs. 

Appendix C is a detailed discussion of the OPFOR, its use, and the training it requires. 

Intelligence Information Distribution. This plan provides the scheme of intelligence play before and 
during the tactical play of the exercise. It includes the information to be released, guidelines on how to 
release it, and a schedule for its distribution. The intelligence information released falls into two 
categories: 

• What the unit receives automatically through command channels. 

• What the unit receives only when it takes the proper action to obtain it. 

The most realistic method of starting intelligence play in large-unit exercises is for the next higher tactical 
headquarters to disseminate intelligence to the participating unit early in the exercise. Disseminating area 
analysis and intelligence summaries and reports provides the necessary background to initiate intelligence 
play. The OPFOR plan and situation and the intelligence information distribution scheme are carefully 
coordinated to ensure synchronization. They also introduce events designed to see how the friendly force 
will react to air-land battles. The reactions of friendly units become key points of discussion for the AAR. 

Control Plans 

Control plans provide instructions for controlling and evaluating the exercise and organizing the control 
group. To build a control group, the planning staff G3 prepares the control plan based on the exercise 
scenario and appropriate references. Instructions for the control group must conform to the scenario and 
the intelligence plan. The success of the exercise depends largely on how thorough these plans are and 
how well they are executed. 

Safety Instructions. The effort to attain maximum realism may cause hazardous conditions and situations 
to arise. These hazards could have an adverse effect on the progress of the exercise, as well as on the 
individual participants and the local civilian communities. To minimize accidents and injuries, planners 
must prepare and issue specific safety instructions to all units well in advance of the exercise. The control 
personnel in the exercise area are responsible for implementing these instructions. This in no way, 
however, lessens the command responsibility within the player units for issuing, clarifying, and enforcing 
safety rules. Safety instructions include— 
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• Objectives and responsibilities. 

• Accident causes and preventive measures. 

• Accident reporting. Spot reports, as well as formal accident reporting and investigative procedures, 
are prescribed. 

Because current equipment is very mobile, command instructions must emphasize its safe operation 
during training exercises and under administrative conditions during day, night, and reduced visibility. 

Uniform Markings, Color Control, and Exercise Rules. This portion of the control plan prescribes— 

• Uniform markings for OPFOR, controller, evaluator, umpire, and observer personnel. 

• Markings for vehicles, aircraft, and equipment. 

• Pyrotechnics, munitions, and lasers permitted in the exercise and instructions for their use. 

• Flag- signaling devices allowed and instructions for their use. 

• Funding authorization and source of supply. 

• Controller rules. 

• Guidance concerning the use of civilians (or military personnel disguised as civilians) in exercise 
play, their identification, and treatment. 

• Guidance for civil-military relationships. The plan must be closely coordinated with the exercise 
G5 and the public and unit information programs and activities. Additionally, it will include 
procedures for identifying and treating civilians who reside in or near the exercise area but who do 
not participate. 

Umpires, personnel, vehicles, and installations participating in combined land exercises with other 
nations must be marked in accordance with NATO Standardization Agreement (STANAG) 2100, Edition 
5. 

Controller, Umpire, and Evaluator Assignments. Controllers, umpires, and evaluators are essential for 
the effective and efficient operation of training exercises. Controllers ensure that events occur at the 
appropriate times and places according to the exercise scenario and schedule of events. Controllers 
represent all headquarters and units not physically present as players. Evaluators observe the activities of 
players and player units to determine whether they perform tasks to predetermined standards. Evaluators 
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provide input to the AARs. Umpires determine the outcome of battle engagements and the effects of fires, 
obstacles, and support activities. They report the results both to player units and the control organization. 
The planning staff G1 coordinates with appropriate staff members to recommend sources of personnel and 
selection criteria to the exercise director. Members of the control group should be taken from nonplaying 
units because playing units should be at full strength. During any one exercise, controller, evaluator, and 
umpire duties are normally assigned to separate individuals. However, the exercise director may have to 
assign two or more of these functions to the same person due to shortages of qualified personnel. 

Each controller, evaluator, and umpire is assigned to a specific section for the duration of the exercise. 

The chief controller deter-mines these specific assignments based on the scope of the exercise and the 
available personnel and required equipment. If possible, personnel assigned as evaluators should have 
experience in the position being evaluated. Whenever feasible, commanders should evaluate commanders. 
For a description of the duties of umpires, controllers, and evaluators, refer to specific exercises in 
Chapter 3 and to Appendix E . 

Controller, Umpire, and Evaluator Communication and Transportation. To control and coordinate 
exercises, good communications are essential. A large-unit FTX may operate over extended distances and 
require highly mobile controllers, umpires, and evaluators. In such a case, obstacles to continuous and 
efficient communication are numerous. The G4, the special security officer (SSO), and the signal officer 
assist the planning staff G3 to coordinate communication and transportation needs. Since the player units 
require their organic communication equipment and vehicles during the exercise, the G3, G4, and signal 
officer should acquire this equipment from other sources. 

Schedule of Controller, Umpire, and Evaluator Training. Controllers, umpires, and evaluators must be 
trained to execute their assignments. The amount of training depends on the backgrounds and experience 
of these individuals as well as the scale of the exercise. The schedule provides for— 

• A detailed orientation to the exercise, including the training objectives, the methods for attaining 
the objectives, the scenario, and the supporting plans. 

• A detailed reconnaissance of the exercise area. 

• Schooling that emphasizes duties, use of control equipment, map reading, and tactics. 

• Rehearsals or MAPEXs to ensure complete understanding of the exercise. 

• Orientation on the conduct of the AAR. 

Appendix E describes controller, evaluator, and umpire training. 

Controller Reports. The chief controller prepares a guide for reports. It lists required reports, provides the 
format for those reports, and designates special areas of interest for evaluation during each part of the 
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exercise. 



Administrative and Logistics Pians 

The administrative and logistics plan provides for actual combat service support of the exercises. The 
planning staff G4 coordinates with the Gl, G5, and appropriate special staff officers regarding CSS. The 
G4 determines the availability of essential supplies and maintenance support and plans for medical 
evacuation and traffic control. 

The administrative and logistics plan must match the scenario and operation plan. It contains instructions 
for the realistic play of CSS for both OPFOR and friendly units. It also provides for the concurrent 
training of the CSS elements involved. Logistic support must conform to the logistic policies of the 
exercise. The planning staff G4 coordinates closely with the Gl and G5 to prepare the plan, which covers 
all phases of the exercise. 

Appendixes to the administrative and logistics plan pertaining to CSS must— 

• Establish a list of mandatory supply items to be brought to the exercise area by supporting troops. 

• Describe the procedures for obtaining and maintaining training supplies. 

• Establish available supply rates for all types of munitions. 

• Determine logistics requirements for special items such as decontamination materials, fog oil, and 
NBC simulators. 

Planners estimate the required types and quantities of these various supply items early in the planning 
phase to ensure that the appendixes will contain all this information. 

Movement Plan 

The number of player units, OPFOR, and control personnel involved in a large-unit field exercise requires 
the planning staff G4 to prepare a detailed movement plan. This plan coordinates transportation assets and 
controls traffic. When the exercise is conducted off military controlled land, this plan must be coordinated 
with appropriate civil authorities. Failure to do so may result in military and civilian traffic problems that 
could interfere with the exercise time schedule. 

Maneuver Damage Control Plan 

The maneuver damage control plan is closely related to the claims plan described later in this chapter. The 
maneuver damage control plan prescribes— 
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• General policies. 

• Responsibilities of commanders and units. 

• Areas of responsibility. 

• Training and orientation of troops, claims personnel, and repair teams. 

• Restrictions, limitations, and precautions to be observed. These include rules governing vehicle 
travel, use of airstrips and railroads, communications, command post sites, and wire and cable 
laying. 

• The organization and duties of maneuver damage control teams. 

• Participation of umpire and control personnel. 

• Preexercise reports, spot damage reports, player and support unit location reports, and postexercise 
repair reports. 

If possible, aerial and other photographs of the exercise area should be made prior to and immediately 
after the exercise. They will assist with cleanup and resolution of maneuver damage claims. 

Civil-Military Operations Plan 

The CMO plan, prepared by the planning staff G5, establishes the scope and objectives of CMO play in 
the exercise. It may cover the employment of civil affairs units and staffs during the exercise, as well as 
those portions of the PSYOP plan consolidating PSYOP activities in support of the civil affairs plan. 

Emergency or Readiness Measures Plan 

Since forces involved in an exercise may be required for actual operations, an emergency deployment 
plan is prepared. Multiple and secure notification means are provided for this purpose. The planning staff 
G3 prepares this plan. 

A situation may require implementation of operation or alert plans and warrant the immediate termination 
of the exercise. If so, the exercise director transmits in the clear a duly authenticated, preselected code 
word. In turn, the code word is transmitted by each player and control echelon taking part in the exercise, 
and the exercise is terminated. All communication circuits are cleared for emergency traffic. Circuits out 
of action due to exercise play are restored immediately. 

Planners make careful distinctions between exercise instructions and the actual instructions for an 
operation or alert plan. Before leaving their garrisons, all units are told the locations and availability of 
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live ammunition in case play is terminated and execution of a contingency plan is ordered. Live 
ammunition to be carried during the exercise is loaded according to local SOP. Coordinating and 
arranging for convoy routes from the exercise location to deployment positions must occur during the 
planning phase. If the exercise area is an unreasonable distance from the planned deployment position, 
contingency plans must be developed prior to the exercise. 

Orientation and After-Action Review Pian 

The planning staff G3 prepares this plan. It contains detailed instructions for orientation before the 
exercise and for the AAR. 

The preexercise orientation is essential to ensure that all personnel start with the same information and 
carry out their duties with interest and enthusiasm. The orientation develops an understanding of the 
training objectives and how to attain them. Key personnel are designated to attend the orientation to 
ensure that player units receive the necessary information. A briefing schedule is published and a 
rehearsal conducted. 

AARs occur as soon as practicable following major events, exercise phases, or ENDEX. Effective AARs 
are as brief and concise as possible considering the amount of information to be covered. At a minimum, 
AARs include commanders and staff. If possible, they include participating soldiers. Players discuss their 
reasons for taking actions. Controllers, umpires, and evaluators make their observations. The OPEOR 
should give its view of the exercise. In scheduling AARs, planners should consider the physical condition 
of the soldiers and the locations of units. They also need to consider the time needed to collect, collate, 
and evaluate reports from controllers, evaluators, umpires, and OPEORs. Eor larger scale exercises, the 
G3 should schedule multiechelon AARs, as described in Appendix G . 

Information Plan 

The planning staff information officer coordinates with all staff sections to prepare a public information 
plan that will develop public support of the Army's mission. The scope and objectives of the exercise 
determine the extent of this plan. In the interest of sound public relations, the exercise director should 
prepare the local population for any unusual or inconvenient situations that may arise. 

All exercises have certain security, political, and public relations implications. Planners weigh these 
implications carefully and formulate a basic concept for publicity for each exercise. They determine a 
suitable press release date in advance. It takes into consideration the requirements for security, public 
relations, and items of international and political interest. They weigh the release of detailed information 
concerning the nature and location of the exercise and the participating forces in relation to security and 
political implications. Invitations to the press are prepared by information officers and cleared by SSOs. 
The invitations may request that the exercise be given no publicity until a predetermined date. 

When publicity is not desired, planners establish policies for handling press inquiries. The information 
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plan also provides for— 

• Initial releases announcing the exercise. 

• The extent of hometown press releases. 

• Radio, television, and other news media coverage. 

• The extent of press coverage and the invitations to be issued. 

• Support of news media representatives. 

• Briefings to be given and courtesies to be extended. 

• Unit orientation. 

• Exercise news publications or other news features. 

Claims Plan 

When a large-unit field exercise uses privately owned land, buildings, or equipment, the planning staff G4 
must prepare a claims plan. This plan is prepared in coordination with the Gl, staff judge advocate, 
engineer officer, G5, and G3. The plan designates— 

• A claims officer, who is appointed early to execute the leases for the property required. The same 
officer is responsible for settling any claims arising from the exercise. 

• The amount of land, equipment, or building space required. 

• A rental procedure, to include the length of time that facilities or land will be required. 

• The limitations imposed on the use of all leased property. 

• The means for issuing these instructions to all units. 

• A means of processing claims. 

• The procedure for obtaining claims releases. 

• Off-limits areas. 
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Comptroller Plan 

For funding purposes, large field exercises normally require the assignment of a comptroller to the 
planning staff. Comptroller activities in support of the exercise include— 

• Preparing the comptroller plan. 

• Monitoring the exercise expenditures. 

• Advising the planning staff on financial matters. 

Records and Reports Plan 

The planning staff G3 formulates a plan for required records and reports based on the exercise director's 
guidance. At a minimum, it requires an AAR upon completion of the exercise. The plan designates the 
commanders who must conduct AARs and prescribes the format, number of copies, and suspense date for 
after-action reports. All reports are tabulated to show the— 

• Proper title. 

• Basic references. 

• Submitting unit. 

• Time interval covered. 

• Suspense date. 

• Format. 

• Number of copies required. 

• Method of transmission. 



PREPARING THE SCENARIO 

Once the exercise director has approved the outline plan, the planning staff G3 and G2, with other staff 
participation, complete the scenario. Scenarios are stories for training exercises. They list the events that 
lead up to the points requiring player units to execute their operation orders (OPORDs) and thus begin the 
exercises. These lists include the facts necessary to place player units in the desired tactical settings prior 
to STARTEX. Scenarios guide umpire, controller, and evaluator personnel so that the exercise will 
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progress according to predetermined plans. Although scenarios are normally in narrative form, overlay 
scenarios may be used for small exercises with limited objectives. Scenarios portray a series of tactical 
situations. They are supported by OPLANs to include the annexes and overlays necessary to meet the 
command objectives. 

Each free-play scenario presents an initial situation and provides sufficient detail and guidance so the 
player can prepare an OPLAN, annexes, and overlays. After STARTEX, higher headquarters and the 
player commander control the activities, based on METT and a realistic enemy. Using this type of 
scenario, a player is free, within doctrine and the higher unit OPORD, to initiate activity. Each controlled- 
play scenario presents detailed situations and events created to accomplish a specific exercise objective. It 
is normally keyed to a rigid schedule of events with a predetermined message release list. 

The two scenarios differ in purpose. Eree-play scenarios allow commanders maximum latitude in 
executing missions. Conversely, controlled-play scenarios cause commanders to take specific actions in 
response to pre-determined events. 

Controlled-play scenarios are best used when exercise objectives are to train on specific battle staff, 
survivability, or combined arms and services tasks under specific conditions. Examples include operations 
in a chemical environment, deliberate river-crossing operations, and military operations on urbanized 
terrain (MOUT). Controlled-play scenarios are best supported by schedules of events that ensure the 
timely insertion of incidents. 

Eree-play scenarios are best used when the exercise objective is to integrate systems, survivability, and 
battle staff training in the most realistic, full-threat environment possible. Eree-play scenarios can use 
battle simulations such as Pegasus, Eirst Battle, or CAMMS. 

Scenarios contain the following elements: 

• A general situation that provides the participants with the background information normally 
available in a combat situation. 

• An initial situation that starts the action by the player unit and causes the commander to issue 
orders committing units. 

• A subsequent situation that continues the exercise and causes controllers, umpires, and evaluators 
to maintain control. It includes all major events necessary to accomplish the exercise objectives 
within the allotted time. 

Considerable guidance is required from player unit commanders regarding the pace of the exercise. The 
scenario developers must plan thoroughly to balance the number and types of requirements placed on the 
players and the time allocated to complete them. The planners must not attempt to do too much in too 
little time. It is better to conduct a few events to standard and have time for con-ducting good AARs and 
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for repeating any events as necessary, rather than to attempt more events than can be executed using the 
appropriate troop-leading procedures. 



General Situation 

At a minimum, the general situation includes— 

• A general statement describing the events that precipitated the current situation causing the 
commitment of US forces. 

• The strategic and tactical situation, to include friendly forces two echelons higher. 

• A description of the OPFOR situation, to include the disposition of their forces two echelons 
higher. 

• An analysis of the area of operations. 

In developing the general situation, planners should establish the troop list of the next higher echelon and 
the time frame for the execution phase of the exercise. Adjustments can be made as the training and 
support situations change; however, major revisions should be avoided. 

Initial Situation 

The initial situation places the player unit in a tactical situation before STARTEX. If a preexercise phase 
is used to prepare an OPLAN, the prepared OPLAN is converted to an OPORD at, or prior to, STARTEX 
by a fragmentary order (ERAGO). However, if a preexercise phase is not used, an OPLAN is developed 
during the initial phase. It provides the basis for subsequent operations. The requirements for the initial 
situation will depend on when the player OPLAN is developed. In any case, the controllers should review 
the OPLAN for format and content, since the preparation, dissemination, and supervision of plans, orders, 
and estimates are normally prime objectives of any exercise. The annotated OPORD shown as an annex in 
FM 101-5 should be used as a model format. 

The OPORD causes the player to execute the mission assigned by higher head-quarters. The OPORD 
clearly expresses the way the player unit commander visualizes the flow of the battle. If the player's 
OPORD does not comply with higher headquarters' directives or if execution of the order would create a 
serious safety hazard, the order should be returned for correction. 

The initial situation should cause the G2/S2 to begin IPB. Through careful analysis of the terrain, avenues 
of approach, and adversary doctrinal templating, the player unit can determine the most dangerous avenue 
of approach and the most likely enemy configuration. At STARTEX, the player unit should have 
sufficient enemy intelligence information as would realistically be available in wartime. This information 
should be provided through player channels to the lowest level to ensure a consistent portrayal of the 
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enemy situation. Failure to disseminate intelligence to subordinate units should be addressed in the AAR. 

Subsequent Situations 

Exercise planners develop the subsequent situations by creating a list of events that— 

• Ensures a logical flow for the exercise. 

• Obtains a realistic time estimate for the entire exercise. 

• Ensures all training objectives are achieved. 

Events are concise written statements of tactical activities. Planners list them in chronological order and 
estimate when they will occur. They may cross reference events and their scheduled times by arranging 
both in column format. Such a list will help the exercise flow to a logical conclusion. Once they prepare 
the list of events, planners develop corresponding incidents with execution times, if appropriate, that 
provide controllers, umpires, evaluators, and OPFORs with a way of realistically presenting each event to 
the player. The list should indicate— 

• Where each event or incident takes place. 

• Who is involved in each. 

• How each is initiated. 

The events, incidents, and additional information become a schedule of events and an enclosure to the 
scenario. The enclosure is an abbreviated publication arranged chrono-logically in column format. It 
provides a ready index to the time, place, soldiers or units involved, and the activity planned for a given 
situation. It also estimates the time required to conduct the exercise, including the time for troop 
orientation before STARTEX and for an AAR after each exercise phase or at ENDEX. Planners should 
adjust this time estimate after the exercise is rehearsed. For free-play scenarios, the schedule of events 
will be much less detailed than for a controlled-play scenario. Items on the schedule of events cause 
specific actions or reactions by the players within or among various systems. The schedule of events 
should provide sufficient information to allow follow-up and observations by controller and umpire 
personnel. These events, actions, and reactions become topics of discussion in the AAR. 

PREPARING AN OPERATION PLAN 

The exercise scenario is the basis for the OPLAN. The OPLAN is the responsibility of the planning staff 
G3. However, all members of he planning staff must share in developing the OPLAN to produce the 
various supporting annexes and overlays that it requires. 
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The complexity of the OPLAN may vary with the scope of the exercise. For example, the OPLAN for a 
battalion-level exercise may be issued as a verbal order. Warning orders and FRAGOs to initiate, 
continue, change, or halt operations are often prepared in advance in support of exercises conducted for 
the purpose of evaluating or testing multiple units under like conditions. 

PUBLISHING THE LETTER OF INSTRUCTION 

The LOI provides exercise information to all participants. It may include references to information such 
as the maneuver damage plan or the safety SOP, already published in other sources. 

The LOI is prepared in a format that is easy to use and provides all the necessary information. If the 
exercise is very large or complex, annexes to the LOI may address specific subjects. 

The first draft of the LOI is published far enough in advance of STARTEX to allow all concerned 
agencies, major subordinate commands, and special staff members to respond and submit comments. The 
final version of the LOI is published only when these comments have been considered and incorporated. 
At division level, planning should start at least 60 days prior to STARTEX. For exercises above division, 
a minimum of 30 additional days should be allowed for each echelon. 

Those who plan and participate in exercises must be kept well informed throughout the planning process. 
The LOI should not be used as the sole method of providing information. Briefings, updates, fact sheets, 
or in-process reviews (IPRs) may also be used, as appropriate or whenever important changes occur that 
will influence the exercise development. 

PREPARING A CONTINGENCY PLAN 

The planning staff G3 is responsible for preparing the contingency plan. It stipulates what actions are to 
be taken in the event of adverse weather, actual war, or other factors limiting exercise. If the plan calls for 
an alternate exercise, then the planning process for it must be given the same consideration as the original 
exercise, including the appropriate support plan. 

PREPARING THE TERRAIN 

Preparation of the terrain may be necessary to provide a realistic environment, to protect the terrain from 
excessive maneuver damage, and to ensure troop safety while employing high-mobility systems. For 
example, in a live-fire exercise, electronically or mechanically controlled targets may be in-stalled in 
foxholes or bunkers to represent the OPFOR. Dug-in, remotely controlled machine gun simulators may 
represent OPFOR fire from the objective. Barbed wire obstacles on the objective, demolition pits along 
the routes of approach, enemy fighting positions, and simulated gun emplacements can all add realism. 
Safety devices to facilitate control and safe operation should be installed when-ever demolitions or live- 
fire exercises are incorporated in the training exercise. 
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FIGURE 7* SAMPLE LETTER OF IPiSTHUCTION, 



SUBJECT; Letter of Inatruction for Division tTX 
SEE DISTRIBUTION 



1. PURPOSE, This pai^raph states what the LOI i^ designed to do; for 
example, “To provide direction for plannings conducting, and coDtrolling 

™c 

2. GENERAL. This paragraph provides general background information 
on why the exerciae is being conducted, who is involved, and what will be 
accomplished. 

3. OBJECTIVES, Each objective of the exercise should be Specific and 
keyed to ARTEP ta&k/unit mission and individual and collective tasks. The 
objectives should be bated in subparagraphs. 

4. CONCEPT OF OPERATION, This paragraph is either a narrative 
description or a general bating of major events, that will occur. Overlay 
annexes are included. 

5. RESPONSIBILITIES, Specific responsibilitiee of the staff and major 
subordinate commands are listed, in subparagraphs, 

6. COO RlilNATING/ ADMINISTRATIVE INSTRUCTIONS. Thia para- 
graph lists inatructiane that apply to two or more units or staff sections, 

FOR THE COMMANDER 

APPENDIXES AS REQUIRED 
APPROPRIATE EXERCISE SUPPORT PLANS 



CONDUCTING A REHEARSAL 

As a final check on planning, the exercise is rehearsed. This rehearsal does not include players. It occurs 
far enough in advance of the exercise for planners to correct errors and adjust the schedule. Controllers, 
umpires, evaluators, and OPFORs should rehearse so that they are all thoroughly familiar with their 
duties. For large exercises, it is critical to rehearse communications. The agency or individual who 
originally directed the exercise should be represented at the rehearsal in order to make necessary changes 
and to approve the exercise. 
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CHAPTER 3 

Conduct of Training Exercises 

INITIAL CONSIDERATIONS 

The training exercises described in this chapter provide the preferred methods to teach, sustain, and 
reinforce individual and collective skills. They provide training methods to develop, sustain, and evaluate 
command and control skills. They are essential team-building tools, inasmuch as they teach the 
employment of the internal and external systems necessary to coordinate and integrate combined arms 
and services teamwork in order to fight and win air-land battles. 

Training exercises are a vital part of the spectrum of training. Commanders use them to train individual, 
leader, and collective skills in battle staff, survivability, and combined arms and services training. 
Commanders select a particular training exercise or combination of exercises based on specific training 
objectives and on available resources. They select the specific training exercise that will best attain their 
objectives and expend the fewest resources. 

COMMAND AND CONTROL PROFICIENCY 

In order to conduct successful maneuvers or FTXs at battalion level and above, commanders and their 
staffs must already be proficient in fundamental command and control skills. The exercises described in 
this chapter train staffs to issue orders in a timely sequence so that the available combat power can be 
committed at the right place and time. Exercises allow commanders to train their staffs— 

• To prepare orders to maneuver or move units. 

• To plan and coordinate fire support. 

• To integrate all supporting systems. 
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Engineer barrier plans, for example, must be coordinated with final protecting fires. Battalion battle 
positions and natural obstacles must be tied to engineer tank obstacles. Where appropriate, exercises 
should use automated data information and automated data processing (ADP) systems to teach operators 
to support staff requirements. Moreover, scenarios should be intense enough to stretch ADP systems in 
providing timely information. 



ACTIVE INVOLVEMENT 

Commanders must caution their staffs to recognize that reality is the basis for decision making. 

Operations centers, current situation maps, and ADP printouts are not reality. They are no more accurate 
than the fragmentary information fed into the tactical operations center (TOC). Decision making must 
ultimately rely upon the commander's judgment based upon his personal observation of the battlefield. 

The purpose of the staff training through simulations, TEWTs, and ultimately major exercises is to teach 
unit teamwork and the proper preparation of estimates and orders in support of the commander. 

The well-trained staff assists the commander in recognizing the critical actions unfolding on the 
battlefield. The commander positions himself behind the main effort to encourage his soldiers, to see the 
battle develop, and to be in position to make the critical decisions that will determine the outcome of the 
battle. The staff members take the commander's decisions and use their communications and their 
teamwork to make maximum combat power available to implement his decisions. Exercises teach the unit 
to achieve this vital teamwork that enables the commander to translate his decisions into actions that 
produce a decisive advantage at the critical period of the battle. 

AUTONOMY 
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The commander teaches his staff to operate without him. Inasmuch as he can seldom be at the TOC 
except to receive a periodic update during periods of reduced activity, the commander uses a series of 
exercises to train the staff. He ensures they are capable of continuous operations by insisting upon 
designation and observance of working shifts. The next war is unlikely to be a short war. Consequently, 
the commander must teach the staff to make operations routine, allowing personnel to be rested and alert 
for their tour of duty. To avoid a break in duty personnel thoroughly abreast of the tactical situation, 
officer and NCO shifts should not coincide. 

The commander should receive an update briefing from the staff upon his return to the TOC. This 
practice requires the staff to maintain an estimate of the situation, which is continually updated during the 
course of their duties. TOC operators brief their replacements when relieved at the end of their tour of 
duty. The update briefing for the commander normally takes one of two forms: a formal briefing attended 
by the senior shift personnel or individual updates for the commander at each staff section. 

The commander uses the update to ensure his estimate of the situation is current, to evaluate the staff 
estimate, and to train the staff. Normally the commander, who has observed the major actions of the unit 
and visited his subordinate commanders, will have more current information than does his staff. The staff 
update will often show that subordinate units have failed to report essential information that SOP requires 
them to report. This experience teaches the staff to insist upon prompt and continuous reporting. During 
the update briefing, the commander coaches the staff on the proper formulation of estimates, a disciplined 
thought process developed over time. 

Through the conduct of austere exercises, the commander trains his commanders and the staff so that they 
are prepared to perform their duties during maneuvers or the conduct of combat operations. During a 
MAPEX or CPX, the commander can observe individual staff sections and critique specific actions, such 
as— 

• Posting situation maps. 

• Using radio telephone procedures. 

• Preparing estimates and orders. 

• Exchanging information within the staff. 

• Arranging the TOC to facilitate coordination. 

The commander must emphasize coordination and information flow since they are essential to an 
efficient operation. He must insist that information be disseminated down the chain, as well as to higher 
and adjacent units. Each echelon can become a filter of essential information unless the staff continually 
works at information sharing. Recognition that the staff serves the lower units, as well as the commander, 
is a profound concept— a mark of professional staff organization. 
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Mastery of troop-leading procedures allows subordinates adequate time to issue warning orders, to 
conduct reconnaissance, and to prepare and issue timely orders. Such mastery is a key training objective 
of the commander. This objective can be achieved only through practice. The time for mistakes and 
omissions is during training exercises that do not involve troops. The AAR should highlight this 
important dimension of command and control, upon which successful operations are predicated. Once the 
commander's concept of operations is provided to his commanders and detailed orders are published, a 
shared understanding of operations is established. It can become the basis for verbal FRAGOs to adjust to 
the changing tactical situation. The compression of time in the troop-leading steps for the use of a 
FRAGO is made possible by the previous employment of full troop-leading steps. These ensure a 
common understanding of the enemy, mission and friendly situation, current control measures, and 
detailed reconnaissance (map or ground) of the operational area. The teamwork of a trained staff 
facilitates this process. Staff proficiency and teamwork are developed over time through the exercises 
discussed in this chapter. 



FIGURE 3. KEY QUESTIONS JN SELECTING EXERCISES. 

Who will tw tfAJilftd (laaderfl,. 40ldi«rs, teams, e<r units}? 

What ara the tfsining objectrvas? 

Whioti, if anv^ of the training exercises are most suite bid to accampliah aach objective? 

What BFB the aveirable resourcea (time, trtiining areas, or equipment]? 

Which of the training exercises or combinelion of them will help meet the training objectivee 
within the aveileble training reBourcas? 



MAP EXERCISES 

DESCRIPTION 



MAPEXs are low-cost, low-overhead training exercises that portray military situations on maps and 
overlays that may be supplemented with, or replaced by, terrain models and sand tables. MAPEXs allow 
commanders to train their staffs to perform essential integrating and control functions to sup-port their 
decisions under simulated wartime conditions. MAPEXs may be employed by commanders to train the 
staffs at any echelon— 

• To function as effective teams. 



• To exchange information. 
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• To prepare estimates. 

• To give appraisals. 

• To make recommendations and decisions. 

• To prepare plans. 

• To issue orders. 

• To be proficient in integration of all branch elements of the teams. 

MAPEXs are suitable for command and control training from battalion through corps levels. They are 
especially useful for multi-echelon staff training when commanders want to involve the minimum number 
of soldiers while fully exercising staff procedures and techniques at multiple echelons. MAPEXs are 
relatively inexpensive. Their scenarios derive from event schedules or from battle simulations, depending 
upon the resources available. 

MAPEXs can provide survivability training through the practice of continuous operations, operations in a 
mission-oriented protection posture (MOPP) 4 environment passing control to alternate operations centers 
and jump CPs, as well as practice in operation in a dispersed posture. 

Characteristics 

MAPEXs should attempt to portray the battlefield as realistically as possible. They should include NBC 
play, both defensive and offensive, to demonstrate and prepare participants for the physical and 
psychological effects of continuous NBC operations. They portray exercise administrative and logistical 
situations realistically to integrate all aspects of the battle. They portray EW realistically to allow 
participants to achieve proficiency in working through jamming and in exercising appropriate 
countermeasures. 

Controllers must consider how the information they input affects player staff sections under actual battle 
conditions. These inputs should make players aware of the tactical and logistical situations, both friendly 
and enemy, as well as of the impact of the civilian situation upon tactical operations. The control group 
must render prompt and logical rulings for all tactical and logistical situations that arise. When player and 
enemy forces make contact, controllers allow the situation to develop until a tactical ruling is indicated or 
required. The control group assesses casualties and damage and announces engagement results. The 
company players use this information to paint the battlefield picture to battalion headquarters. Since 
MAPEXs are training vehicles, players, and controllers must not reveal information unavailable in a real 
situation. 

MAPEXs require the controllers to avoid influencing exercise play artificially since doing so creates 
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Other artificial situations later. Controllers should not interfere with player personnel even though they 
may be allowed free access to player facilities so they can perform their assigned duties. Controllers 
should provide their insights and suggestions during periodic AARs to assist players in maximizing 
lessons learned through the exercise. 



Personnel 

The player personnel for MAPEXs should include representatives from all elements of the combat team 
or task force. MAPEXs require control teams to regulate the exercise and cause play to flow to a logical 
conclusion. The chief controller supervises the entire controller facility and acts as the director of 
controller personnel. The assistant chief controller acts as the chief battle map (terrain model) controller. 
He is responsible for the battle portrayal on the map, to include battle damage assessment. The assistant 
battle map controllers ensure that players report to higher headquarters only what they could observe in 
an actual tactical situation. They ensure that maneuver, fire support, CS, and CSS functions are 
realistically portrayed by both friendly personnel and threat controllers. They also arbitrate all points of 
disagreement concerning battle map play. 

The threat controllers ensure that enemy actions are portrayed according to threat doctrine and the 
exercise order of battle. They begin the exercise by displaying the initial threat situation prepared by the 
exercise planning group. They continue exercise play by interacting with the player commanders and by 
continually presenting realistic situations using threat tactics. The damage assessment controllers assess 
personnel and equipment loss and determine when damaged equipment and wounded personnel can be 
returned to action. Controllers must not usurp player functions. Eor example, medical personnel of the 
player unit should be required to determine when or if wounded personnel can return to the battle. 

The number of control personnel required depends upon the size of the player organization and the scope 
of the exercise scenario. If a simulation drives the MAPEX, the instructions contained in the simulation 
package will provide guidance for developing controller manning tables. 

Both controller and player personnel must understand the specific job positions and command echelons 
represented by members of the control group. The control group represents all persons and units except 
those specifically represented by the player units. 

Equipment and Facilities 

MAPEXs require only minimal equipment. It may consist of the following: 

• Exercise maps sufficient in number to meet the demands of the exercise objectives. Terrain 

models or sand tables that are exact replicas of the maps may be used in conjunction with the maps 
or alone. If they are used, they should be large enough to allow all player and controller personnel 
to observe and to perform as assigned. 
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• General purpose items such as office supplies, overlay production material, message and journal 
logs, report forms, unit SOPs, and appropriate reference materials. 

• Simple point-to-point wire communications to permit simulation of communication links to be 
practiced during the exercise. If radio or wire links are employed in an operational environment, 
players should not be permitted to make face-to-face communication with other players. 

Requiring little communications equipment and a minimum number of support personnel, MAPEXs may 
be conducted in permanent or temporary locations. Planners must provide buildings or tents large enough 
to house both player and control functions. The work area should be relatively uncrowded. Planners must 
make provisions for security, visitor reception and briefing, food service, and vehicle parking, as 
appropriate. If the MAPEX is conducted away from the unit's cantonment area, planners must arrange 
transportation and medical support. If the MAPEX is to last longer than one day, they must arrange for 
billeting. 



PHASES 

Preexercise 

Prior to selecting the MAPEX training mode, commanders must ensure that staff members and leaders 
are familiar with the individual skills of their duty positions and the collective skills of their staff section 
or command group. Eull proficiency is not required for participation, inasmuch as the purpose of the 
MAPEX is to build proficiency. 

Planners must consider the planning steps discussed in Chapter 2 . Commanders and staffs at battalion 
level plan and conduct MAPEXs for their own units. At higher echelons, planning staffs and controller 
teams plan, prepare, conduct, and review the exercise. Once the objectives, scope, troop list, exercise 
area, and outline are approved, the player unit commander and selected unit personnel should be briefed 
on the exercise. The commander of the player unit uses the MAPEX LOI as the basis for providing 
exercise information to subordinates. The planning staff also uses the LOI to brief controllers, umpires, 
and evaluators. 

Normally 24 to 48 hours before STARTEX, the controllers train the players in the conduct of the 
MAPEX. Players who receive battlefield information directly from controllers must have additional 
training on how to translate it into usable and recognizable formats. These formats include spot reports, 
situation reports, NBC reports, shell reports, and others. 
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FIGURE 3 . SAMPLE BRIGADE TOC FOR BRIGADE MAPEJC. 
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Controller and player training prior to a MAPEX involves the following: 
a Purpose and scope, 
a Training objectives, 
a Participating units, 
a Enemy situation, 
a Control organization, 
a Communications plan, 
a Casualty and damage assessment, 
a Time delays in message transmission, 
a Controller records and reports. 
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• Intelligence play. 

• War-game procedures. 

• Information flow. 

• In-progress and after-action reviews. 

• Controller duties. 



Execution 

The LOI for the MAPEX will include instructions for moving to the exercise site, if appropriate. Time 
must be set aside and personnel assigned prior to STARTEX to install any necessary point-to-point wire 
communications, to set up the player and controller TOC, and to prepare maps, sand tables, or terrain 
models. 

Prior to STARTEX, the chief controller gives the player commander a commander's update briefing. This 
briefing includes any changes to the LOI not already announced or any items requiring reiteration. The 
chief controller may assume the role of the player unit's higher commander, unless the commander elects 
to play this role himself in the training of his subordinates. At this point, the chief controller is briefed by 
controllers representing staff members. This briefing sets the stage for the remainder of the exercise and 
imparts realism. The chief controller, acting as the higher commander, converts the exercise OPLAN to 
an OPORD and announces that staff members are available for coordination with their player 
counterparts. This normally constitutes STARTEX. 
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FIGURE 10, SAMPLE eATTAUO^f TOC FOR BATTALION MAPEX. 
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FIGURE 11. BRIGADE MAPEX CONTROL FACILITY. 
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The brigade-level MAPEX functions as follows: 

• The players are presented with a general and a special situation. 

• The players react to the situation and provide information and reports to higher, lower, and 
adjacent units, as appropriate. 



• The control group, in its role as higher headquarters, evaluates the player orders for mission 
accomplishment, fights its portion of the air-land battles, and responds to player requests for 
support, as appropriate. At the same time, company commanders gather around the battle map and 
fight the battle according to battalion orders. 
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• The results of battle board actions are relayed to the player battalion headquarters in the form of 
reports and requests. These portray the battle and create new situations requiring additional player 
actions or reactions. Battalion TOCs, in turn, feed information, reports, and requests to the 
brigade. 

• The players react to the new situations as they normally would in combat. This forces the brigade 
and battalions to alter battle plans, issue FRAGOs, and place demands on CS and CSS units. 

• This process continues until the MAPEX ends. 

Postexercise 

At ENDEX, the chief controller holds an immediate AAR so that all players and controllers gain the 
maximum training benefit from the exercise. At a minimum, the AAR should— 

• Provide an opportunity for the players and controllers to exchange information, ideas, and lessons 
learned. 

• Allow the threat controllers to explain their battle plans, battle outcomes, and strength at ENDEX. 
An assessment of future threat capabilities should also be presented. 

Appendix G contains a complete discussion of the AAR and after-action reports. 

TACTICAL EXERCISES WITHOUT TROOPS 

DESCRIPTION 

TEWTs are low-cost, low-overhead exercises conducted in the field on actual terrain suitable for training 
units for specific missions. Using few support troops, TEWTs are used by commanders to train 
subordinate leaders and battle staffs at any echelon— 

• To analyze terrain. 

• To employ units according to terrain analysis. 

• To emplace weapon systems to best support the unit's mission. 

• To plan conduct of the unit mission. 

• To coach subordinates on the best use of terrain and proper employment of all combat arms (CA), 
CS, and CSS assets. 
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Unit personnel participate in a TEWT as members of small groups. The commander or his S3 orients 
them on the terrain, pointing out prominent features and their importance to the exercise. The commander 
then-presents the special situation— an extension of the general situation that was issued in advance of the 
TEWT— followed by the initial requirement. Group members then solve each requirement individually 
and prepare to present their solutions. Next, the group discusses individual solutions and develops a group 
solution. The commander critiques the group and presents his solution. Discussion of individual solutions 
generates interest and understanding of tactics and optimum use of the terrain. By allowing group leaders 
to explain unit dispositions for a given operation, TEWTs create a favorable environment for a 
professionally challenging and informative class on subjects that impact directly upon the unit mission. 

Characteristics 

Eor a successful TEWT, the commander must select the proper terrain and reconnoiter it. This process is 
vital since the TEWT teaches tactics by using actual terrain. The general area is selected from a map 
reconnaissance and then followed up with an on-the-ground reconnaissance. Sites preselected should be 
appropriate for the training objectives and flexible enough to portray more than one practical solution. 

The various locations selected for specific events during the reconnaissance become training sites for 
specific situations. The time schedule identifies these locations by six-digit grid coordinates. 

Personnel 

The personnel participating in a TEWT are subordinate commanders, leaders, and staffs selected by the 
unit commander. Commanders or S3s from direct support organizations may supply advice on situations 
concerning their own specialties. Based on their participation, the TEWT can provide combat team 
training. The participants from supporting organizations should be consulted during the preparation of the 
exercise and be available during its execution. 

The procedures involved in the TEWT can also be applied to achieve battle staff and combined arms 
training in— 

• MOUT. 

• Deployment planning. 

• Mobilization planning. 

• Amphibious operations. 

• Combat and field trains establishment and operations. 

• Intelligence-gathering techniques. 
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Equipment and Facilities 

Equipment required for a TEWT depends on the amount of time to be spent on the exercise and the 
objectives of the exercise. TEWTs are always conducted in the field on terrain suitable for training the 
units to perform in specific missions. 



PHASES 

Preexercise 

Prior to selecting the TEWT training mode, commanders determine whether subordinate leaders and staff 
members are proficient in the individual and leader skills their duty positions require. Although a TEWT 
may be the best way to teach tactical principles on the ground, it does not emphasize time and distance 
factors and their significance for effective troop-leading procedures. Before conducting other exercises 
with soldiers, commanders should recognize these limitations and provide appropriate emphasis to ensure 
that participants recognize how important time, distance, and light conditions are to actual operations. 
Planners must consider the planning steps discussed in Chapter 2 . 

The exercise directive for a TEWT can be as simple as a warning order from the commander that states— 

• Why the TEWT is being conducted. 

• Who will participate. 

• What equipment is required. 

• When and where the TEWT will be conducted. 

• What the special instructions are. 

Plans for a TEWT are normally formatted by the unit staff and should include the tasking of assistant 
trainers, if required. 

Research for a TEWT consists of— 

• Reviewing missions, weapons capabilities, and tactics. 

• Reviewing appropriate laws, regulations, and SOPs pertinent to the use of a particular piece of 
land. 
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During the preliminary reconnaissance of the terrain, the planners— 

• Walk the terrain, making a careful inspection of the entire area to ensure that the military aspects 
of the terrain are fully appreciated. The commander normally makes this reconnaissance and 
selects teaching points that support his mission, as well as his training objectives. 

• Take notes at each training site concerning the problem to be presented and its solution. 

• Select the initial rendezvous point for all personnel. 

• Choose vehicle parking areas, if required. 

• Confirm routes and movement times from vehicle parking areas to each training site and between 
training sites. 

• Select an area for meals, if necessary. 

If the TEWT is to be conducted off a military reservation, planners must contact landowners to get 
permission to use the land. 

After the first reconnaissance, planners prepare a draft of the exercise with situation narratives for each 
requirement and solution. They may have to visit each training site several times to finalize details of the 
situation and to check the proposed solutions. Doing so is particularly important if the solutions will 
become the bases for subsequent situations and requirements. 

Once the commander approves the tactical problems and solutions, a scenario is developed. The scenario 
includes a general situation, initial situation and requirement, subsequent situations and requirements, and 
a time schedule. The general situation describes the friendly and enemy units involved, their locations on 
the ground, and the significant activities for the previous 24 hours. Subsequent situations and 
requirements are derived from the training objectives. 

The time schedule should indicate the estimated time needed for presenting each situation and 
requirement at each training site. The schedule helps ensure that no one spends too much time on any one 
requirement or at any one location. Figure 3-5 shows a time schedule for a single training objective 
covered at two different locations. 

Once the time schedule is developed, the scenario is checked to ensure that it fits the terrain selected. 
During this check all likely responses to situations and requirements should be war-gamed. 

Narratives covering the subsequent situations should create a realistic battlefield picture. They should be 
as short as possible, be compatible with the exercise, and contain only the information players need to 
weigh relevant factors and produce an acceptable solution. Narratives should cover the composition of 
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forces and the air situation. Participants are expected to know the TOE and weapon capabilities; 
consequently, the problem is normally in the form of orders and appropriate graphics. Short verbal orders 
to introduce new situations will not only save time, but also give subordinate commanders and staffs 
practice in working from verbal orders. 



FIGURE 12. SAMPLE TIME SCHEDULE. 
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The LOI includes— 

• Administrative instructions (mess, transportation, medical). 

• Maneuver damage procedures. 

• Actual time and duration of the TEWT. 

• Training objectives. 

• Personnel to be trained. 

• Preexercise training requirements. 

The OPORD for the TEWT should be issued at least 24 hours prior to STARTEX. It is written in the five- 
paragraph field order format with annexes, as appropriate. It contains information developed from the 
general and initial situations and the first requirement. 

Execution 

Eor a battalion-level TEWT, the battalion commander begins at the first training site by explaining the 
purpose of the exercise and the tasks to be covered. The commander then presents the general situation, 
the initial situation, and the first requirement. 



http://www.adtdl.army.mil/cgi-bin/atdl.dll/fm/25-4/Ch3.htm (17 of 55) [1/11/2002 2:29:52 PM] 




FM 25-4 Chptr 3 Conduct of Training Exercises 





FIGURE 13. SAMPLE SITUATIONS^ 
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After giving the first requirement, the commander— 

• Allows time for players to develop solutions. 

• Selects one leader to present a solution. 

• Selects other leaders to present their solutions. 

• Guides a discussion of the various solutions. 

• Presents a solution and the reasons for it. 

• Guides a discussion of all solutions for the requirement and explains the preferred solution. 

• Gives instructions and time limits for proceeding to the next training site. 

This procedure occurs at all subsequent training sites until the TEWT is completed. 
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FIGURE 14, SAMPLE SUBSEOUENT SITUATION. 
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Postexercise 

Inasmuch as the TEWT is a formal part of the officer development program of the unit, the lessons 
learned should provide a foundation for subsequent instruction. Materials compiled during preparation 
and conduct of the TEWT may be retained for reference on future TEWTs. Some service schools offer 
additional information and examples of TEWTs through their catalogs of instructional materials. Planners 
should consult these catalogs to determine the suitability and availability of appropriate supporting 
materials. 



COMMAND POST EXERCISES 

DESCRIPTION 

CPXs are medium-cost, medium-overhead training exercises that may be conducted at garrison locations 
or in the field. In garrison, CPXs are expanded MAPEXs using tactical communications systems and 
personnel in a command post environment. Normal battle-field distances between the CPs are usually 
reduced, and CPs do not need to exercise all tactical communications. 

The most effective CPXs are conducted in the field. In field operations, time and distance should 
realistically reflect AirLand Battle doctrine. Operations should be continuous and use all organic and 
supporting communications equipment. Commanders practice combined arms integration and tactical 
emplacement and displacement of CPs. Each headquarters should practice survivability operations such 
as dispersion, camouflage, and security. 

Commanders use CPXs to train subordinate leaders and staffs at all echelons— 



• To function as effective teams and build cohesion. 
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• To exchange information. 

• To prepare estimates. 

• To give appraisals. 

• To prepare plans. 

• To issue orders. 

• To reconnoiter, select, and tactically occupy CP locations. 

• To establish and employ communications. 

• To displace headquarters and command posts. 

CPXs also provide commanders with valuable training experiences in planning and executing CS and 
CSS activities. Troops other than headquarters and communications personnel are normally represented 
by controllers. CPXs may be driven either by master schedules of events or battle simulations. 

Characteristics 

Successful CPXs are conducted under battlefield conditions. To validate staff and unit procedures, 
tactical exercises integrate nuclear and chemical weapons employment; NBC warning and reporting; 
reconnaissance; and MOPP, logistical, decontamination, and smoke operations. Administrative and 
logistical situations are portrayed and played realistically so that player commanders and staffs realize 
their effects on all aspects of the battle. EW should be portrayed to show how important it is to all 
elements and how it hinders commanders and staff officers who are not prepared for it. 

Controllers should avoid influencing exercise play artificially since doing so creates other artificial 
situations later. When inputting information, controllers consider which player staff section would be 
most affected under actual battle conditions. Inputs should make the player personnel aware of the 
tactical and logistical situations and cause player action. Field CPXs should force the player units at all 
echelons to emplace and displace their TOC. TOC displacement teaches the units to use tactical and main 
CPs, to perform continuous operations and reconnaissance, and to set up organic and supporting 
communications systems. It also provides realistic time and distance experience. 

The control group renders prompt and logical rulings for all tactical and logistical situations that arise 
during exercise play. When player and threat forces make contact, controllers allow the situation to 
develop until a tactical ruling is indicated or required. Rulings are based on results obtained from war- 
gaming, based on player-directed actions. The control group assesses casualties and damage and 
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announces engagement rulings. The company players use this information to paint the battlefield picture 
to the battalion headquarters. Controllers are allowed free access to player facilities to perform their 
assigned duties, but they do not interfere with player personnel. 

Personnel 

In addition to the commander, staff, and subordinate commanders and staffs of the player units, CPXs 
require controllers and evaluators. The controllers, directed by the chief controller, manage the exercise 
and cause play to flow to a logical conclusion. The evaluators observe player activities to deter-mine if 
tasks are performed to preestablished standards at each echelon. The number of evaluators and their 
qualifications depend on the scope of the exercise and the tasks or procedures to be evaluated. If an 
external evaluation has been directed, the chief evaluator will form evaluator teams. 

It is essential that both controller and player personnel understand the specific job positions and command 
echelons represented by the control group. The control group represents all persons and units except the 
job positions and functions specifically represented by the player units. 

The exercise control center (ECC) functions as the player unit higher headquarters. One of the functions 
of the ECC is to monitor the player actions, situations, and plans. ECC personnel also— 

• Maintain controllers' battle maps. 

• Portray the threat force. 

• Insert incidents and messages. 

• Assess equipment and personnel losses. 

The chief controller is in charge of the ECC and all subordinate controllers, umpires, and evaluators. 
Additionally, the chief controller acts as the higher commander. Staff controllers act as the higher HQ 
staff. In support of the chief controller, they fight the air-land battles. They prepare orders, request 
information, and receive and act on reports and requests from the players. The assistant chief controller 
acts as the chief controller when necessary and performs as the higher HQ chief of staff for the player 
units. 

The service support controller supervises the activities of the service support staff controllers. They 
prepare orders, request information, and act on requests and messages from players. 

OPEOR controllers are responsible for enemy actions according to threat doctrine and order of battle. 
They show the initial threat situation prepared by the exercise planning group. They also interact with the 
player company commanders and continually present them with realistic situations using threat tactics. 
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Damage assessment controllers assess personnel and equipment losses and deter-mine when damaged 
equipment and wounded personnel can be returned to the player for use in the CPX. They do not 
circumvent actions taken by the players. For example, medical personnel in the exercise determine when 
wounded personnel can be returned to action. 

Player personnel include the company commanders, XOs, and FIST chiefs from the battalions. They 
execute the battalion OPORD and fight the battle according to orders received. Since the exercise is a 
training vehicle for the battalion, they do not reveal information unavailable in a real situation. 

Equipment and Facilities 

The equipment required for a CPX consists of— 

• Communications equipment to replicate the higher headquarters of the player unit. 

• General purpose items such as office supplies, overlay production material, message and journal 
logs, report forms, unit SOPs, and appropriate reference material. 

• Equipment required to replicate the TOC of the player units' higher headquarters if the CPX is to 
be conducted in a field environment. 

• Appropriate military references (field manuals, training circulars). 

• Equipment necessary to identify participants and provide security for the TOC (ID badges, signs). 

CPXs conducted in garrison require separate buildings or tents large enough to house the control team 
and player units. The available space should be adequate for the unit's TOC. Provisions should be made 
for security, visitor reception and briefing, feeding, and vehicle parking. If the exercises are conducted 
away from the unit's immediate cantonment area, transportation and medical support must also be 
arranged. Exercises lasting longer than one day require billeting arrangements. 

Eor CPXs conducted in the field, maneuver areas must be large enough for player headquarters to 
disperse realistically. The control headquarters will ensure good radio and/or wire communications with 
player units and subordinate control elements. The control headquarters should be located to obtain the 
best possible communications and to facilitate travel to and from player headquarters. Eacilities to support 
the control headquarters must also be planned. They provide— 

• Security. 

• Visitor reception and briefing. 

• Pood service. 
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• Medical aid. 

• Maintenance. 

• Hygiene. 

The amount of outside support required for the control organization depends on the scope and duration of 
the exercise. Assistance from outside agencies may be required in the following areas: 

• Prepackaged battle simulations. 

• Additional communications. 

• Additional map coverage. 

• Maneuver area clearances. 

• Billeting. 

• Medical support. 

• Food service. 

Sample division CPX controller facility configurations and relationships are shown in the following 
diagrams . These can be tailored or augmented for use in CPXs con-ducted at other echelons. These 
diagrams do not portray specific vehicles or buildings. They are presented to show the personnel, 
elements, and equipment required and their physical relationships. Controller and player relationships are 
as shown. The division command structure extending through the brigade, division artillery (DIVARTY), 
and division support command (DISCOM) to the battalions should function as it would in a tactical 
situation. These echelons inject realism by forcing units to respond to higher and lower unit needs. 
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FIGURE 16. CONTHOLLER-PLAVER RELATIONSHIPS. 
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FIGURE SAMPLE CORPS TOC/EXERCISE CONTROL CENTER. 
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FIGURE 17. SAMPLE COSCOM TOC. 
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FIGURE IS. SRIGADE BATTLE FACILITY. 
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PHASES 



Preexercise 



Prior to selecting the CPX training mode, the commander should determine whether the personnel chosen 
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to participate are proficient in the individual and collective skills required by their duty positions and 
assigned units. Planners must consider the steps listed in Chapter 2 . 

Sufficient time must be allocated to allow for thorough planning and preparation. The size and length of 
the exercise impacts on the time required for these functions. 

Normally 24 to 48 hours before STARTEX, the controllers train the players in the conduct of the CPX. 
Players who receive battlefield information directly from controllers must be given additional training on 
how to convert that information into usable and recognizable formats. These formats include spot reports, 
situation reports, NBC reports, shell reports, and others. 

For controller and player training prior to a CPX, planners should consider the following subjects, as 
appropriate: 

• Purpose and scope of the exercise. 

• Training objectives. 

• Maneuver area rights and restrictions. 

• Participating units. 

• Enemy situation. 

• Control organization. 

• Communications plan for the exercise. 

• Controller duties. 

• Casualty and damage assessment. 

• Use of time delays in message transmission. 

• Controller records and reports. 

• Intelligence play. 

• War-game procedures. 

• Information flow. 
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• Controller communications check. 

• Controller reconnaissance of exercise area. 

• After-action reviews. 

A CPX at the battalion level is normally conceived, planned, and conducted by the commander and his 
staff. At higher echelons, planning staffs and controller teams are normally formed to plan, prepare, 
conduct, and review the exercise. The commander directing the CPX first approves the objectives, scope, 
troop list, exercise area, and outline plan of the CPX. Then the player unit commander and selected 
personnel should be briefed by the controllers. 

The planning staff completes the exercise LOI and sends it to the player unit for use in planning for the 
exercise. The planning staff also uses the LOI to brief controllers, umpires, and evaluators. The LOI for 
the CPX includes instructions for movement to the exercise site, if appropriate. Time must be set aside 
and personnel assigned prior STARTEX to install necessary communications equipment, set up the 
controller TOC, and prepare maps. 



Execution 

Immediately prior to STARTEX, the chief controller and staff give the player commander and staff a 
commander's update briefing. Included in this briefing are any changes to the LOI which have not already 
been announced or any items requiring reiteration. When this portion of the briefing is completed, the 
chief controller assumes the role of the players' higher commander and is briefed by controllers, who 
represent the staff. This briefing sets the stage for the exercise and imparts realism to it. At this point the 
chief controller, in the role of higher commander, first converts the exercise OPLAN to an OPORD. Then 
he announces that the staff is available for coordination with player counterparts. This is normally 
STARTEX. 

The division-level CPX functions as follows: 

• The players are presented with a general and a special situation. 

• The players react to the situation and provide information and reports, as appropriate, to higher, 
lower, and adjacent units. 

• The control group, in its role as the corps, evaluates the player orders for mission accomplishment, 
fights its own portion of the air-land battle, and responds to player requests for support, as 
appropriate. At the same time, company commanders gathered around the battle map in each 
brigade battle facility fight the battle according to battalion orders. The results of engagements are 
relayed to the player headquarters as reports and requests that combine to create new situations 
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and continue to portray the battle. 

• The players react to the new situations as they would in combat. This forces battalions to alter 
battle plans, issue FRAGOs, and place demands on CS and CSS units. 

• The process continues until the CPX is terminated. 

Postexercise 

At ENDEX, the chief controller holds an immediate AAR for all players and controllers, in order to gain 
the maximum training benefit from the exercise. At a minimum, the AAR— 

• Provides an opportunity for the players and controllers to exchange information, ideas, and lessons 
learned. 

• Allows the threat controllers to explain their battle plans, battle outcomes, and strength at 
ENDEX. An assessment of future threat capabilities is also presented. 

Exercises conducted at brigade level and above offer an excellent opportunity to conduct a multiechelon 
AAR. Eor example, a division CPX AAR could involve the following: 

• A battalion-level AAR conducted by battalion controllers for the battalion commander, staff, 
company commanders, and threat controllers from the brigade battle facility. 

• A brigade-level AAR conducted by the battle facility controller for the brigade commander and 
staff, battalion commanders, and controllers from the brigade battle facility. 

• A division-level AAR conducted by the exercise director for the division commander, staff, major 
subordinate commanders, and selected staff members. Controllers from the ECC and selected 
controllers from the brigade battle facilities participate in the AAR according to the agenda. 

Eollowing the division-level AAR, individual sessions may be held for functional areas: intelligence, 
maneuver, fire sup-port, logistics, and communications. These discuss the action and interaction of each 
staff function in detail. Appendix G contains a complete description of the AAR and after-action report. 

FIELD TRAINING EXERCISES 

DESCRIPTION 

ETXs are high-cost, high-overhead exercises conducted under simulated combat conditions in the field. 
They exercise command and control of all echelons in battle functions— intelligence, combat support. 
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combat service support, maneuver, communications— against an actual or simulated OPFOR. They are 
conducted in a realistic environment using the full combined arms teams. They provide both intersystems 
and intrasystems training to fight air-land battles, using all unit personnel and equipment. FTXs must 
include all attached units. 

FTXs provide the most realistic environment of all training exercises. FTXs allow participants to 
appreciate real time and distance factors. FTXs involve several tactical situations in which one or more 
units participate. They may require movement and communications over long distances. FTXs do not use 
live fire. However, they may use a TES such as MILES to assess losses realistically. TC 25-6 provides 
details regarding MILES employment. 

FTXs are used to train the commander, staff, and subordinate units— 

• To move and/or maneuver units realistically. 

• To employ organic weapon systems effectively. 

• To build teamwork and cohesion. 

• To plan and coordinate supporting fires. 

• To plan and coordinate logistical activities to support tactical operations. 

FTXs are the only exercises that fully integrate the total force in a realistic combat environment. They 
involve combat, CS, and CSS units to include battle staff, survivability, and combined arms training. 
FTXs encompass battle drills, crew drills, situational training exercises, and other types of training to 
reinforce individual and collective task integration. 

Characteristics 

FTXs are executed under battlefield conditions. They provide opportunities to practice both offensive and 
defensive operations. Thus, they enhance the ability of soldiers and leaders to fight and survive on an 
integrated battlefield. Such training builds teamwork under conditions likely to prevail in time of war and 
impresses players, commanders, and staffs with the magnitude and scope of planning and operations. 

FTXs portray administrative and logistical situations realistically so that player commanders and staffs 
experience their impact on all aspects of the battle. FTXs should also integrate E W and NBC warfare 
into exercise play. Doing so familiarizes commanders and staffs with the capabilities, availability, and 
employment doctrine of EW and NBC assets. When properly employed, EW assets become a combat 
multiplier that extends a unit's tactical capability. They provide commanders with nonlethal means, which 
can accomplish desired results and conserve combat capability. PW play should be realistic. Trained 
personnel should act as PWs so that interrogators and capturing units get realistic training. 
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FTX controllers, umpires, or evaluators must consider how players will be affected by the information 
they input. These inputs should make the players aware of the tactical and logistical situations. The inputs 
present situations and requirements that will cause players to act. 

Controllers must not influence play artificially. The control group must render prompt and logical rulings 
in all tactical and logistical situations that arise. When the players and OPFOR controllers make contact, 
the control group allows the situation to develop until a tactical ruling is indicated or required. The 
control group assesses casualties and damage. It announces rulings in a manner that provides as much 
realism as possible. These rulings are based on observation of the player units, as well as on results from 
war-gaming, player-directed actions. Controllers have free access to player facilities so they can perform 
their assigned duties. However, they do not interfere with the players. 

Personnel 

Player unit personnel perform their assigned functions and duties. Controllers guide the exercise through 
OPFOR actions. To do so they create tactical situations which achieve exercise objectives and cause the 
play to flow to a logical conclusion. Evaluators observe player and OPFOR unit activities and determine 
whether tasks are performed to predetermined standards. Umpires determine the results of battle 
engagements, fires and obstacles, and support activities. They report the results to players, evaluators, and 
controllers. OPFORs replicate enemy forces in the appropriate size and strength to portray the threat 
activities realistically at specific times and places on the battlefield. The number of controller, umpire, 
evaluator, and OPFOR personnel that will be required depends upon the size of the player organization 
and the objectives of the exercise. 



Equipment and Facilities 

The equipment required for an FTX consists of— 

• Communications equipment that will portray the higher headquarters of the player unit. 

• General purpose items such as office supplies, overlay production materials, message and journal 
logs, report forms, unit SOPs, and appropriate reference materials. 

• Equipment that player units at all echelons need to operate in the field for a sustained period. 

• Appropriate military reference materials. 

The exercise area should be large enough to allow realistic dispersion of all player units according to 
AirLand Battle doctrine. See TC 25-1 for guidance in determining space requirements. The site for the 
control headquarters should ensure good communications. The control headquarters should be located 
where it will support the exercise and allow for easy travel to and from player headquarters. Eacilities in 
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support of the control headquarters include— 

• Security. 

• Visitor reception and briefing. 

• Food service. 

• Medical service. 

• Maintenance. 

• Hygiene facilities. 

The amount of outside support required will also depend on the scope and duration of the exercise. 
Assistance from outside agencies may be required in the following areas: 

• Additional communications capability. 

• Additional map coverage. 

• Maneuver area clearances. 

• Billeting. 

• Medical service. 

• Food service. 



PHASES 

Preexercise 

Prior to selecting the FTX training mode, commanders must determine that subordinate commanders, 
leaders, and soldiers are proficient in the individual, leader, and collective skills required by their duty 
positions. Commanders will also ensure that all squads, platoons, and companies have attained basic 
proficiency in appropriate ARTEP tasks and missions. This must be done to obtain the appropriate 
training benefit from maneuvering tactical units while conducting a battalion-or brigade-level FTX. 
Planners must consider the steps discussed in Chapter 2 . 

Normally within 72 hours before STARTEX, the planners of the excercise train the controllers and 
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umpires. Controller, evaluator, OPFOR, and umpire training for an FTX involves some or all of the 
following: 

• Purpose and scope. 

• Training objectives. 

• Maneuver area rights and restrictions. 

• Participating units. 

• Enemy situation. 

• OPFOR organization. 

• Rules of engagement. 

• Communications plan. 

• Controller duties. 

• Casualty and damage assessment. 

• Controller records and reports. 

• Intelligence play. 

• Information flow. 

• Controller communications checks. 

• Controller reconnaissance of exercise. 

• After-action review. 

The chief controller first trains his staff in supporting umpires/controllers. Then the controllers brief the 
player unit commanders and selected personnel on the exercise. 

Execution 

The LOI should include instructions for moving to the exercise site. Time should be set aside and 
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personnel assigned prior to STARTEX to install the necessary controller communications equipment, to 
set up the controller TOC, and to prepare maps and overlays. 

The controller manning tables for a division FTX in Appendix D can be used as guidelines for manning 
the ECC. Manning tables should be modified to fit the echelon at which the ETX is being conducted. Eor 
example, battalion ECCs need fewer personnel than division ECCs, and their functions are narrower. 

Immediately prior to STARTEX, the chief controller and controller staff give the player commander and 
staff a commander's update briefing. This briefing includes any changes to the LOI not already 
announced or items that require reiteration. Then the chief controller assumes the role of the players' 
higher commander. He is briefed by the controllers, who represent the staff. This briefing sets the stage 
for the exercise and imparts realism. At this time, the chief controller, as the higher commander, converts 
the exercise OPLAN to an OPORD. He then announces that the command staff is available for 
coordination with their player counterparts. This normally constitutes STARTEX. 

The battalion FTX functions as follows: 



• Player units with their respective evaluators and umpires, controller elements, and OPFOR 
personnel with their controllers and umpires move to initial field positions for STARTEX. They 
receive an orientation on administrative requirements and exercise objectives. The general and 
initial situations are issued to players. 

• OPFOR personnel are briefed separately and in a different location. They execute their role in the 
FTX, using predesignated incidents from the schedule of events to trigger player actions. 

• Players fight the battle according to the initial OPORD. OPFOR actions are used to build 
intelligence estimates, which require players' staffs to make estimates and commanders to issue 
guidance and make decisions. FRAGOs are issued as needed in order to continue the battle. 

• Players provide reports to higher headquarters, request support, and allocate or apply combat 
power, as appropriate. 

• Umpires determine the results of maneuver engagements and the effects of fire support. They 
assess losses accordingly. 

• Controllers guide battle play in order to accomplish the exercise objectives and to keep the 
exercise within the limits prescribed by the scenario. 

• Evaluators judge units and soldiers according to established standards in ARTEPs and soldiers 
manuals. 

• This process continues until the FTX ends. The player commander in coordination with the chief 
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controller should monitor the attainment of the exercise objectives. If necessary, the exercise may 
be halted to reorient either the OPFOR or the player units in order to accomplish the exercise 
objectives. 

All unit leaders and controllers must stress safety. They ensure that all participants follow the established 
procedures for preventing injuries and keeping incidents caused by carelessness or overly aggressive 
personnel from interrupting the exercise. These include— 

• Stand-off distances between troops and vehicles to prevent physical contact. 

• Safety procedures for firing blanks and using pyrotechnics. 

• Search procedures for captured personnel. 

• Procedures for returning captured personnel to their own units as quickly as possible so the 
soldiers can continue FTX training. 

• Safety procedures to halt all exercise activity. 

• Safety requirements for vehicle movement at night or in limited visibility. 

FTXs must be thoroughly planned and executed, or extensive maneuver damage can result. Great care 
must be taken to prevent water pollution or damage to roads, fields, crops, trees, animals, or man-made 
structures. 



Postexercise 

At ENDEX, the chief controller holds an immediate AAR for all players and controllers in order to obtain 
the maximum training benefit from the exercise. This AAR will— 

• Provide an opportunity for the players and controllers to exchange information, ideas, and lessons 
learned. 

• Allow the OPEOR controllers to explain their battle plans, the battle results, and their strength at 
ENDEX. They should also present an assessment of future OPEOR capabilities. Appendix G 
contains a full description of the AAR and after-action reports. 

COMMAND FIELD EXERCISES 

DESCRIPTION 
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CFXs lie on a scale between CPXs and FTXs. Available resources— money, time, personnel, equipment— 
determine where CFXs fall on the scale. CFXs can also be used as backups for FTXs in the event that 
maneuver damage or other factors such as changes in the weather prohibit the planned FTX. 



FIGURE 19, CFX COIMTINUUM. 



CPX 



FTX 



^ CFX ^ 



LESS 

RESOURCE* 

INTENSIVE 



MORE 

RESOURCE- 

INTENSIVE 



The CFX is an FTX with reduced combat unit and vehicle density, but with full command and control, 
CS, and CSS elements. For example, the platoon leader in his combat vehicle represents the entire 
platoon. The battery headquarters, the fire direction center (FDC), and the base piece represent the 
artillery firing battery. The CFX allows the full-up employment of certain assets such as the signal 
battalion, the CEWI battalion, and the target acquisition battery (TAB). CFXs are not simply scaled-down 
FTXs. They are, in fact, excellent vehicles for training commanders and staffs with certain full-up 
systems to gather information, to provide communication links, and to develop intelligence. CFXs 
provide real-time operations over actual distances with appropriate logistical support. They are driven by 
schedules of events or by controlled OPFORs operating under the exercise director. 

Characteristics 

CFXs are less expensive than FTXs. Yet they provide equal training value for training of the staff. They 
may be the single best way to train intersystems linkages for full-up integration of all brigade and above 
assets. Commanders should use CFXs to sharpen unit skills in such areas as— 

• Fire support. 

• Resupply procedures. 

• Rear area combat operations (RACO). 
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• COSCOM interface. 

• CEWI collection interpretation, and dissemination procedures. 

Personnel 

Personnel requirements are similar to those in the FTX with fewer controllers/umpires needed at lower 
levels. 



Equipment and Facilities 

Because CFXs use fewer soldiers than FTXs, they need less logistical support. The support should be 
sufficient for the personnel and equipment actually employed. The maneuver area required for a CFX is 
the same as for an FTX at the same echelon. However, because the CFX uses fewer vehicles, maneuver 
damage is considerably less. 



PHASES 

Preexercise 

CFXs follow the same planning steps as FTXs. Prior to selecting the CFX training mode, commanders 
should determine if subordinate commanders, leaders, and soldiers are proficient in the individual, leader, 
and collective skills required by their duty positions. Preliminary training through TFWTs, MAPFXs, and 
CPXs can ensure that participants are sufficiently trained to justify the use of the CFX. Planners must 
consider the steps discussed in Chapter 2 . The complexity of each step depends upon the desires of the 
commander directing the exercise and the echelon at which the exercise is con-ducted. Planning and 
preparation must be thorough. The size and length of the exercise impacts on the time required for 
preparation. 

Normally within 72 hours before STARTFX, the controllers train the players in the conduct of the CFX. 
Controller, evaluator, OPFOR, and umpire training is similar to the training requirements in preparation 
for an FTX. The chief controller trains his umpires and controllers. Then they brief the player unit 
commanders and selected personnel on the exercise. The planning staff completes the FOI and sends it to 
the players for preparing for the exercise. The planning staff also uses the FOI to brief controllers, 
umpires, OPFORs, and evaluators. 



Execution 

Control requirements are approximately the same as for an FTX. Additional control input is required 
when more realism is added and more systems integrated. Moreover, additional controller input will be 
required to simulate enemy activity, FW, or fire support as troop participation decreases. 
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Basic umpire functions in a CFX are the same as those required in an FTX, as described in Appendix D . 
Umpires base their decisions on the orders and actions of player unit commanders, as understood and 
executed by the lowest echelon player head-quarters. Umpires visualize how the units would actually be 
employed based on the detailed plans and orders of the participating units. 

Umpires are even more critical to successful CFXs than to FTXs. They must see the concept of the 
exercise through the eyes of unit commanders. They must make decisions critical to exercise control and 
unit evaluation. They must be present when company OPLANs, OPORDs, and FRAGOs are issued. They 
must observe each platoon leader brief a simulated platoon to ensure that they have detailed pictures of 
unit deployment when they meet with OPFOR umpires to determine the results of unit engagements. 

Once platoon leaders have had sufficient time to simulate deployment, they should walk over the terrain 
with the umpires or evaluators and explain the deployment. In turn, umpires must be able to explain the 
disposition and maneuver of their player units to the OPFOR umpires, so that they can work together to 
resolve the outcome of each engagement accurately and professionally. This coordination takes place 
before the OPFOR and friendly units make contact. To do so, player and OPFOR umpires, who know 
unit disposition and activities in detail, should meet at a vantage point to umpire the ensuing action. 

Platoon umpires stay with their units and maintain radio contact with their company umpires. The 
company umpires assess damage and casualties and consider reports from platoon umpires as fire and 
maneuver take place on the battlefield. Platoon umpires relay the decisions of the company umpires to the 
unit commanders. When platoons or companies do not physically participate, the umpires and their player 
counterparts exchange plans, developments, and directed actions to war-game engagements and assess 
the outcome of the action. 



Postexercise 

A face-to-face exchange between company umpires and their player counterparts is required at the 
conclusion of each engagement. The CFX is executed and an AAR is conducted, as previously described 
for the FTX. 



LIVE-FIRE EXERCISES 

DESCRIPTION 

LFXs are high-cost, resource-intensive exercises in which player units move or maneuver and employ 
organic and sup-porting weapon systems using full-service ammunition with attendant integration of all 
CA, CS, and CSS. 

The extensive range and ammunition requirements for LFXs usually limit them to platoon and company 
team levels. Consequently, unit and weapon systems integration at the company team level is the 
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principal focus of the exercise. 

LFXs can provide maximum training benefits through multiple iterations. These iterations, each including 
an AAR, normally occur in the following sequence: 

1. A dry run conducted to review the unit SOP and battle drills. 

2. An AAR to discuss actions on this dry run. 

3. A second run with a reduced amount of ammunition to show the complexities of fire and maneuver 
coordination. 

4. An AAR to discuss actions on this second run. 

5. A third run with full ammunition to reinforce previous training and to build confidence. 

6. An AAR to discuss actions on the third run. 

7. A fourth iteration, preferably with ammunition, conducted at night or during limited visibility. 

8. Other iterations using ammunition saved by crews/units to sustain and attain proficiency for new or 
unqualified crews/units. 



Characteristics 

LFXs are executed under simulated battlefield conditions. They are employed by commanders to train 
integration of fire and maneuver or movement against a realistic target array. They train squads, crews, 
and sections to employ their weapons in a tactical environment. They permit evaluation of tactical 
employment and precise measurement of the effectiveness of fire employed against target arrays. 

Personnei 

LFXs require commanders, leaders, and soldiers from the participating units. They also require 
controllers, evaluators, umpires, and range support personnel. The control team, developed by the chief 
controller, manages the exercise and causes exercise play to flow to a logical conclusion. 

Evaluators and umpires observe the activities of the players and player units to assess the results of fires 
and determine whether tasks are performed to standard. Range support personnel include an officer in 
charge (OIC) and a chief safety officer. An ammunition detail is necessary to handle, secure, and account 
for ammunition. A guard detail controls traffic adjacent to and entering the range. If targets are left in 
place overnight, additional guards are required. A target detail checks targets after each unit run. 
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Demolition personnel emplace and detonate the explosives in demolition pits. Moving target operators, if 
applicable, activate the appropriate targets at the appropriate time in the scenario. Administrative 
personnel assist the range OIC and chief safety officer in operating radios and telephones and in 
tabulating scores. Medical personnel and a litter-carrying vehicle stand by. 

Equipment and Facilities 

Player units are expected to have assigned TOE equipment on hand. LFXs are con-ducted according to 
local range regulations and SOPs. Target arrays should adequately display the appearance and 
characteristics of the threat force targets. Communications equipment must be available for range 
operations (according to the range SOP) and for controller/evaluator personnel. 

Transportation, food service, ammunition, and administrative support for the LFXs are dictated by the 
level and scope of the exercise. LFXs for maneuver elements also require the following materials: 

• Target engagement chart . 

• Target description chart . 

• Target maps . 

• Demolition pit map . 

• Fire support plan. 

• Ammunition amounts, by type. 
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TABLE 6. SAMPLE TARGET ENGAGEMENT CHART. 



ENGAGEMENT 


TARGET 


RECEIVER 


1 


1 


A1 


2 


2. 2 


A7. A3 


3 


Mdvinfi 




4 


4. E 


A4. A5 


5 


K 7. 9 


Afi, A7, A3 


e 


9. 10. 11 


BT. B7. B3 


7 


12. 13. 14. 15. 
ie. 17 


B4. B5. B6 




ia. 13. 20. 21. 
22. 23 


B7, Be. Cl 




24. 26. 26, 27, 


C2 




2S 


C4 




29 


C5 




30 


C6 


e 


46, 45, 44 


D1. CH, C7 


9 


Moving tArgat 




10 


Moving target 




11 


43. 47. 41 


□4. 03. D2 


17 


40. 39 


□ 6. OS 




3B. 37, 35, 36, 34 


EB. E7. E6. E5. E4 




33, 32, 31 


E3. £2. £1 



Note: Twgsti- wil Appwpr Iqr • rnixprTHjm cH 4u B««Dndi. Ah bodts hh thnl thine It they v^lll be pullid 
ddwn whether or not they hs^a bean angeged. Vahi<ular target! *hould be equipped with iirvoka lo 
indicata whao the terget h« been deelreved. 
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TABLE 7, TARGET DESCRIPTION CHART, 



TARGET NUMBER 


TARGET PANEL 


TARGET NUMBER 


TARGET PANEL 


1 


F 


33 


59 


2 


E 


34 


B9 


3 


Hiod 


36 


F 


4 


E 


36 


F 


5 


44 


37 


69 


« 


E 


30 


E 


7 


44 


39 


E 


e 


E 


40 


E 


3 


44 


41 


44 


10 


E 


42 


44 


11 


E 


43 


44 


12 


F 


44 


Hind 


13 


F 


45 


Hind 


14 


F 


4fi 


Hind 


IB 


F 


M-1 


69 


16 


F 


M-2 


69 


17 


F 


IVI-3 


69 


IB 


F 






19 


F 






20 


F 






Z1 


F 






22 


F 






23 


F 






24 


F 






26 


F 






26 


F 






27 


F 






2S 








26 


69 






30 


69 






31 


F 






32 


F 






iVote. Tha targeT daacriptjm chart Unkt Iha tVi» to ba porlfavB^ whh ih« t vs«t num bar on tha 


•ngigamariit 
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FIGURE 21. DEMOLITION PIT MAP. 




The target engagement chart describes the manner and sequence in which targets will be displayed. It 
keys the target display to events from the scenario. Before the LFX starts, controller personnel must 
receive instructions from range personnel on using the scenario, chart, and target system. 

The target map is normally in strip map format and shows where each target, by number, is located on 
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range. The demolition pit map shows the location of each demolition pit on the range, displaying its 
number. 

Fire support information details the weapons and ammunition that can be fired be fired and specifies 
when they can be fired. It provides special instructions to the players and controllers. Approved overlays 
of all firing points and the to weapons and ammunition from them must be developed and approved by 
range control. Information concerning ammunition requirements must be provided. 



TABLE e. AMMUNITION FlEaUlHEMENTS FOR PLATOON LFX, 



TYPE 



AMOUNT 



M?13A1 5QUAO APC 



Ctg ball &.E6 1,800 

Ctg ball &.G6 Iracor ISO 

ctg ball 7.E2 4/t tracer MLB 700 

Cig ball , SO cat 4/1 tracer MLB 500 

Roclcat practica 35^mrrr LAW aLibcalib^-r 5 

Ctg TPT 40-min ........ 10 

Ctg amok# 40-mrri 5 

Rocket practka Dragon 1 



M113A1 PLATOON LEADER APC 

Ctg ball S GS 360 

Ctg ball S &S tracar , 100 

Ctg ball 7 S2 4/1 Tracer MLB . , , , , 1 ,400 

Ctg ball SO cal 4/1 tracer MLB ^00 

Ctg TPT 40-mm .6 

SUPPORT ITEMS PER PLATOON " ' 

Ctg B1-ntm HE wrth PDF 277 

Ctg Bl^rum WP with PDF , 3 

Charge demolitjAn black TNT{1i/4 lbl 75 

Cap blasting elactricaJ special S5 

Grenade haod ameke HC 7 

Grenada hatvd amoka green ,3 

Grenade hand SrT>nka red 3 

Grenade hand SiTHike yellow 3 

Signal grpund atar cluater white .1 

Signal grpund Star cluater green 1 

Signal ground Star cluater red 1 

Boaby trap lima lator 1 

Haff man Charges 11 



l-Sgand: he - high artpl^tive POF ■■ poiivt deipnvting fuie 

APC ' armorad t>ar*onnal carriar LAW x light antitank weapon TNT - crinitrololuena (dyrumita) 
cal - calihar ib - peuod TPT * targat practice tracer 

ctg X cartrhdga MLB ■ mataMic link belt WP - whita phaapherua 

HC - high cDncantrata mm - inilllmeter 



PHASES 
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Preexercise 

Before selecting the LFX training mode, commanders must ensure that subordinate commanders, leaders, 
and soldiers are proficient in the individual and collective skills required for maneuvering or moving and 
for employing weapons and weapon systems in tactical environments. Planners must consider the steps 
discussed in Chapter 2 . 

Scenarios for LFXs differ from those described in Chapter 2 . because of the specific control measures 
dictated by safety requirements. Scenarios are normally modified to fit the range on which the LFX is 
conducted. Scenarios should precisely define the sequence of events in terms of the types of targets and 
the time that specific target arrays are displayed. 

Scenarios must be flexible enough to allow the commander and other leaders to decide how to use the 
terrain. They must also be extensive enough to facilitate training and evaluation of unit tasks executed in 
accordance with the commander's concept for the operation, which is formulated through a METT 
assessment. They must be varied enough to allow leaders to engage the proper targets with the right 
weapons at the appropriate times. Sample scenarios for defense and offense in a platoon LFX are shown 
in Figures 22 and More detailed scenarios are available from the commanders of local live-fire 
complexes. The battalion commander and company commanders normally plan LFXs, and battle 
simulations are not used. 
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FIGURE ZZ, SAMPLE OFFENSIVE SCENARIO. 

event action 

1 Platoor iTiDveB into Araft, vjcinJty grid PA 343072. 

2 OrdfrrE ars issuad. amirunitjon ijplaa<t 4 <|. and all tt04p loading pfOcadurte conductsd. 

3 Platoon leadtr raconnoiters primary and altarnala poailiong. 

4 Platoon movas tactically to first dafanstva poartion, vicinity grid PA 9^9077. 

5 Platoon haa tima to astablifll 1 be posll Ion tactically, a nd than ft racaivea enamy prossure- 

G PIdtOOri f Iras Eng B.gemBnt S, 

7 Platoon firaa Engigamar>t 3 with Dragona. 

S Platoon firas Engagentent 1 0 with Oragons. 

9 Platoon tires Engagement 1 1 . 

10 PlatQOn fires Engagemeot 12. 

1 1 Platoon receives order to occupy alternate pasition, vicinity grid PA 99&06G, 

1 2 Platoon withdraws fronn dafdrlSrve pOaition. and esTabliahaa hasty defense at alternate 
position. 

13 Platoon recsivBS enemy pressure. 

1 4 Platoon fire* Engagartient 4. 

16 Platoon fires Engassrnent 6, 

1C Platoon fires Engagement ft, 

17 Platoon fires Ertgagement 7. 

19 Platoon receives ordOf to move to alternate position, vicinKty grid PA 9C4074, 

1 9 Platoon withdraws from defensive position and aetablishes hasty defense at alternste 

poeition. 

20 Platoon fires Engagement 2 with Dragons. 

21 Platoon fires Engegement 3. 

22 Platoon withdraws from position and mOvds to centrel center for an AAH. 

The platoon's inliial defen give poallion la on ihe abjacthie. Engageinents 8 through 1 1 arecntJha largat 
arrays nOriri«l|y fcfwiflrdcf thepfiiltiort. Th*«ltern«te polilien iadineclly north on the targei map. Rgnoasand 
target types ler lerg-et numbers 4 through 30 will be sielied fonivard of this posillen. The aacond altafnaie 
poaiiipn If the vicln.ltv of phase line [PL] 2. and from thia locelton targera 2 and 3 will he engaged. 
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FIGURE ZZ. SAMPLE OFFE^SIVE SCENARIO. 



EVENT 

1 

2 

1 

4 

5 

6 
7 

9 

9 
10 
1 1 
12 

13 

14 

15 
15 
17 
?8 
19 



ACTION 

Platoan niqvej Intd aKSBrnbly areSr vicir^ity PA 9S5075 ^r\ti iiploadt all aitirminiTion. 
PlatOCtn lead«f recon noitefa area. 

Plaloon mav^ taston tark trail until it encouflt&ra NBC obstacle, vicinity coordinates 
PA 9 6 3075. 

Platoon naves tactically across country tp PL 1, 

Platoon encounters bridge that must be croHCd and establishes an overwetch element. 
A dismounted elernent it sent to secure the choke point. ThedrSmountedelenentbasaN 
its weapons loaded and firas Engageneni 1. 

Platoon ('] crosses PL 1 and sacures a position on the far side of the choke point [PL 2|. 

The bounding element is ordered forward. The overwatch element fires Engage merits 2 
and 3. 

The bounding element resches PL 3 and fires Engagements 4, 5^ or 6. (The bounding 
element will fire only 1 of the 3 engagements depending on the course road that the 
bounding element chooses.) 

Platoon (overwatch element) moves forward to PL 3. 

Platoon moves forward ta vipinrty of the defensive position. 

Platoon dismounts and fires Engagement 7 a* it asssults the defensive position. 

Platoon secures objoclive and is directed to establish a defensive position on the reverse 
slope of the objective. 

Platoon raceives pressure from enemy counterattack and calls for indirect firOt. 
Platoon fires Engagement 8. 

Platoon fires Engagement 9 with antitank weapons only. 

Platoon fires Engagem.ent 10 with Dragons. 

Platoon tiros Engagement 11, 

Platoon fires Engagement 12. 

Plataon withdraws from defensive position. 



The OPORD issued to the player unit for an LFX is in the form of a standard five-paragraph field order. It 
contains enough detail to ensure that the player unit deploys properly to begin the exercise and to allow 
the LFX to flow smoothly. 

The commander directing the LFX approves its objectives, scope, troop list, exercise area, and outline 
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plan. Then the player unit commander and selected personnel, such as controllers, umpires, and 
evaluators, must be briefed on the exercise. The company commander uses the exercise LOI as a basis for 
providing instructions to subordinates. 

Before the unit occupies the range, each OIC, controller, umpire, and evaluator must be briefed by range 
control personnel. Briefings are scheduled with range control operations and conducted at least 24 hours 
before STARTEX. These briefings include a terrain walk of the entire range area. It familiarizes 
evaluators and safety personnel with all the safety requirements. 

Controller, evaluator, and umpire training for an LEX include the following: 

• Purpose and scope. 

• Training objectives. 

• Range regulations and restrictions. 

• Participating units. 

• Enemy situation and its relationship to the target array. 

• Control measures. 

• Communications plan. 

• Controller duties. 

• Casualty and damage assessment. 

• Controller, evaluator, and umpire records and reports. 

• Intelligence play. 

• Safety during live fire. 

• Medical treatment and evacuation procedures. 

Execution 

The unit moves to and tactically occupies an assembly area. The assembly area may be task force size 
with other teams depicted as notional units. At this time, live ammunition is issued but not loaded in 
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weapons. MILES should be integrated into the exercise when range or resource limitations prevent live 
fire for certain weapon systems such as the Dragon, TOW, or HELLFIRE. 

Final briefings occur at the task force command post in the vicinity. The task force commander and staff 
brief the team commander and selected key personnel on the immediate enemy situation. They also give 
any last minute administrative and safety instructions. Leaders conduct a reconnaissance under the 
supervision of the range OIC. The team commander prepares plans and gives a briefing to the task force 
commander and staff. The team commander then briefs his subordinates. 

The team conducts a tactical move to the attack position, which is close to the line of departure/line of 
contact (LD/LC). here the live ammunition is loaded in the weapons, and the safeties are locked. The 
controller gives the order to begin the attack. Once the team is across the LD/LC, it may begin live firing. 
The exercise then continues until the scenario is completed. 

After the exercise, participants clear all weapons, and controllers immediately collect all the live 
ammunition. Safety personnel check and clear all weapons before the unit moves off the range. The 
company returns tactically to the assembly area where it receives an AAR. 

Postexercise 

The chief controller and commander conduct the AAR. It should include range control personnel and 
evaluators who lead a discussion of the unit's performance in relation to— 

• Troop-leading procedures. 

• Maneuver. 

• Close support. 

• Weapons employment. 

• Communication of orders and directives. 

• Combined arms integration. 

FIRE COORDINATION EXERCISES 

FCXs are medium-cost, reduced-scale exercises that can be conducted at platoon, company/team, and 
battalion/task force levels. The purpose of FCXs is to exercise the command and control skills of the 
leadership of the unit through the integration of all organic weapon systems, as well as indirect and 
supporting fires. Subcaliber devices are substituted for service ammunition to permit fire planning and 
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simulated employment of all weapon systems available to support the commander in the execution of his 
assigned mission. FCXs should stress target acquisition. FCXs present target arrays and target 
information to player units, placing commanders and leaders in realistic battle-field situations. Targets 
controlled mechanically and electronically appear at the appropriate places and times according to the 
scenario. Commanders employ FCXs to train subordinate leaders to integrate and distribute direct and 
indirect fire systems so that the optimum weapons engage the targets at optimum ranges as they become 
vulnerable to engagement. 

FCXs should be fast moving, with several weapon systems engaging multiple targets simultaneously as 
targets enter optimum engagement ranges. FCXs should challenge the skills of commanders, subordinate 
leaders, crews of direct fire weapons, FDC personnel and forward observers. They facilitate training in 
the effective use of organic weapon systems, employment of supporting weapon systems, and target 
acquisition systems. FCXs require players to react to fluid battlefield situations by promptly applying 
supporting and organic fires against changing target arrays. 

Note: TC 25-4-1 should be used as a study guide prior to participation in FCXs. 

DEPLOYMENT EXERCISES 

Deployment exercises (DEPEXs) provide training for individual soldiers, units, and support agencies in 
the tasks and procedures for deploying from home stations or installations to areas of hostilities. 
Practicing these tasks and procedures ensures that— 

• Soldiers have properly secured and accounted for military equipment and personal property in 
case of actual deployment. 

• Soldiers have their personal and family affairs in order. 

• Soldiers are qualified in the minimum essential combat skills such as weapon qualification and 
NBC proficiency. 

• Unit alert and recall plans are current and adequate. 

• Unit equipment disposition plans and loading plans are current and accurate. 

• Unit SOPs for movement to the embarkation point and from the debarkation point to the mission 
site are current and adequate. 

• Units, higher headquarters, installation, and supporting agencies such as maintenance, logistics, 
and transportation have current and adequate staff and support functions for deployment. 
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DEPEXs are conducted under simulated emergency conditions. They use immediate deployment such as 
the emergency deployment readiness exercise (EDRE); or if time is available, they use time-phased 
deployment with AARs built in. Deployment involves a complex matrix of SOPs that are very time- 
critical and sequential, both hour-by-hour and day-by-day. They may be conducted as stand-alone 
exercises or as parts of CPXs or ETXs. 

Commanders vary the scope and complexity of DEPEXs based on resources, time, and training 
objectives. One option is a full-scale exercise. In it, units actually move deployable equipment to staging 
areas and load equipment and personnel aboard air, rail, or sea transport. At the other extreme, no 
equipment is moved. Personnel report to designated locations for coordination and for any necessary 
activities short of moving equipment. Deployment procedures are also exercised with facilities that 
simulate deployment processing agencies. Eor example, medical personnel and transportation stations as 
required by the scenario may set up in a large gymnasium. Designated personnel representing the 
deploying unit and participating agencies report to the proper station to coordinate activities. In such 
environments, DEPEXs are conducted like MAPEXs, using scenarios, maps, and appropriate sketches. 

JOINT TRAINING EXERCISES 

Joint training exercises (JTXs) involve two or more services of the US armed forces. A JTX at brigade 
level and higher may be a— 

• MAPEX. 

• CPX. 

• CEX. 

• ETX. 

• DEPEX. 

The planning steps for JTXs are similar to those employed in preparation for the conduct of other types of 
exercises. The planning staff includes representatives from all the services involved. Each service must 
have adequate time to plan, staff, and approve its exercise support plans. Special accountability 
arrangements may be required for logistics support to accommodate the elements of each service. Eor 
example, if the Army provides all the fuel, it must establish an accounting system for the fuel consumed 
by other services. 

In preexercise training, participants review each service's tactical SOP and joint training regulations. 
Umpires study the capabilities of the various weapon systems used by each service. They prepare 
appropriate effects tables to assess weapon effects and battle casualties. 
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The following considerations are essential to the success of JTXs. They must receive detailed attention 
during the planning, execution, and evaluation phases: 

• Command and control relationships. 

• Interoperability of weapon and support systems. 

• Communication and electronics compatibility and procedures. 

• Map compatibility. 

• Administrative and logistics arrangements. 

During the planning phase, services must be advised of AAR procedures and the necessity for their 
participation. Representatives from each service must actively participate in the AAR. 

COMBINED TRAINING EXERCISES 

Combined training exercises (CTXs) involve armed forces from two or more nations. CTXs may be in the 
form of any of the training exercises previously described. The planning steps for CTXs are the same as 
those discussed in Chapter 2 . 

Language differences among participants must be addressed and practical steps taken to ensure effective 
two-way communication. CTX planners must also consider differences in doctrine, organization, 
logistics, and customs. The unified commander of the multinational armed forces involved in a CTX must 
establish an exercise planning group to ensure these matters are considered. This group must include 
planning staff representatives from all the armed forces elements involved. The group's primary goal 
throughout the planning, execution, and evaluation phases is interoperability of both equipment and 
methods of operations. Interoperability allows multinational armed forces to work smoothly and 
effectively together. 

The following considerations are vital to successful CTXs and must receive detailed attention during the 
planning process: 

• Common objectives. Multinational armed forces participating in a CTX must agree upon training 
objectives. 

• Command and control relationships. CTXs should exercise the wartime operational command 
structure as established by international agreement. 

• Standing operating procedures. For effective operations, the nations involved will exchange SOPs 
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and translations of commonly used terms. 

• Coordination. Because boundaries between multinational armed forces are particularly vulnerable, 
areas adjacent to them require detailed coordination. Operational procedures must be established 
to ensure mutually supporting and responsive employment of all direct and indirect fire to include 
close air support (CAS). 

• Communications. Communications equipment and language training must permit interoperability 
in the nets of the armed forces elements involved. 

• Language. Interpreter-translators will be required in key positions to allow commanders to 
communicate effectively with adjacent, supporting, and supported units. 

• Liaison. Liaison teams must be bilingual and know the organization, procedures, and equipment of 
the armed forces with which they will be operating. 

• Plans and orders. Commanders must take differences in tactics, terminology, graphics, and 
language into consideration when issuing orders. Personal contact among commanders and liaison 
teams is necessary to ensure mutually agreed upon and supporting actions during the exercise. 

During the planning phase, all national armed forces must be advised of AAR procedures and the 
necessity for their participation. Representatives from each-national force should participate actively in 
the AAR. 



http://www.adtdl.army.mil/cgi-bin/atdl.dll/fm/25-4/Ch3.htm (55 of 55) [1/11/2002 2:29:53 PM] 




FM 25-4 Appendix A 




RDL Table of Document Download 
Homepage Contents Information Instructions 



APPENDIX A 

Scenario Example 

OUTLINE 

The defense of Western Europe is a fundamental US national security objective. This sample exercise 
scenario for a notional corps in the Central Army Group (CENT AG) in Europe portrays corps actions 
during the early days of a general war in Central Europe. To provide the foundation for both the exercise 
scenario and the schedule of events, exercise planners develop a scenario outline. 

SCENARIO 

NATO COMMAND STRUCTURE 

During general alerts or wartime, national forces in NATO are placed under operational command 
(OPCOM) of the Allied Command, Europe (ACE). Each nation is responsible for its own combat service 
support; therefore, the US theater army (TA) commander will retain command and control of US CSS 
forces in the communications zone (COMMZ). The resulting NATO command structure is shown below. 
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FIGURE £&. NATO COMMAND STftUCTuRE. 
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JOS ■ Joint Chiefs of Staff 

MEDCOM^ Medical Cammand 

NORTHAG ■ Northern Army Qroup^ Contral Europe 

PER&COM ■ Porwnnel Command 

TAACOM ■ Theater Army Area Cammand 

TACC - Tactical Air Confrpl Oonter {attached] 

TRANSCOM - Tranapartatian Command 

U5AREUR - United Statea Army, Europe 



GENERAL SITUATION 

The nations of Europe are generally divided into two camps: the western-aligned nations that comprise 
NATO; the Soviet Union and its satellite regimes that make up the Warsaw Pact. Germany is similarly 
divided, with the Federal Republic of Germany aligned with NATO, and the German Democratic 
Republic (GDR) aligned with the Warsaw Pact. Germany is vital to the interests of both NATO and 
Soviet efforts to expand their spheres of influence. 

Three months ago, relations between NATO and the USSR deteriorated to the point of a complete 
diplomatic breakdown. Charges of an unprecedented Soviet arms buildup and charges of Soviet 
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violations of arms control agreements by NATO were answered by strident propaganda attacks by 
communist controlled news media. This propaganda further deteriorated confidence and increased 
tensions. 

Both the Warsaw Pact and NATO forces have fully mobilized. The general disposition of forces and 
threat attack plans are shown in Figures 24 and 7 ^. Initial enemy air superiority is assumed. 





FIGURE 24. SCEMARia OUTUNE. 
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FIGURE 24. SCENARIO OUTLINE (Continue] 
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INITIAL SITUATION 

In the past several years, relations between NATO nations and the enemy in Central Europe steadily 

deteriorated over the issue of the reunification of Germany. In early 19 , most negotiations and 

diplomatic relations between the Western Allies and the enemy were suspended. By E-73, provocative 
Soviet maneuver exercises along the eastern border of the Eederal Republic of Germany had increased. 
Intelligence reports indicated a massive buildup, especially in the central region of Germany. By E-60, 
the NATO secretary general authorized the European allied commander to declare a low-level alert. All 
national units permanently assigned under Allied Command Europe were reinforced, and all nonessential 
US dependents were ordered to CONUS. The commander in chief. United States Army, Europe 
(CINCUSAREUR), requested early shipment of replacement combat vehicles, as well as buildup of 
ammunition, spare parts, and high priority Class IX assemblies from CONUS. 
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In response to a continued enemy buildup, NATO declared a mid-level alert on E-37 and a high-level 
alert one week later (E-30), when all NATO nations began mobilization. On the same day, the US 
declared a state of national emergency and ordered selected units of the Ready and Standby Reserves to 
active duty. The president ordered the deployment of forces to Germany. During the mobilization period, 
a limited number of active personnel and combat and combat support units began deploying to Europe by 
air. Merchant ships were engaged to transport equipment and other supplies to Europe to reinforce 
deployed US units. 

The Soviet Union ignored repeated attempts to negotiate; therefore, NATO nations continued to 
strengthen their defenses in Central Europe. As NATO's defense posture improved rapidly, the chances 
of an enemy daring raid diminished until it was no longer considered a realistic threat. The primary threat 
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appeared to be a major offensive operation against NATO forces, as indicated by continued enemy air 
buildup and ground force deployment. On E-25, several US Air Force fighter, fighter bomber, and 
reconnaissance squadrons began deploying to Germany. 

On E-14, the 10th (US) and 12th (US) Corps units were deployed to positions along the international 
border. From north to south, CENTAG forces consisted of the 9th (GE), 12th (US), 10th (US), and 4th 
(GE) Corps. 

The enemy continued to build up combat units and began to pre-position ammunition and fuel at supply 
points along the inter-national border. Upgraded active duty CS and CSS units were deployed from 
CONUS. A COMMZ was established under a TA commander to support the 10th (US) and 12th (US) 
Corps. Recently activated Reserve Component units were deployed from CONUS by air and surface 
transportation and began arriving in the theater at E-10. 

Allied forces continued making defensive preparations in sectors, and at E-7 all CENTAG corps 
implemented their OPLANS. In the 10th (US) Corps sector, OPLAN 1-82 became OPORD 1-82. It 
placed the 201st Armored Cavalry Regiment and the 313th Separate Mechanized Brigade in a covering 
force mission under the deputy corps commander. The 20th Infantry Division, the 54th Mechanized 
Division, the 124th Separate Infantry Brigade, the 25th Armored Division, and the 230th Separate 
Armored Brigade were ordered to defend the MBA in the corps sector. The 312th Separate Mechanized 
Division was given a primary RACO mission in the corps rear. The 171st Air Cavalry Combat Brigade 
was placed in reserve. 

POMCUS was issued, and residual was placed in the supply system. All PWRMs were issued by E-Day. 
PWRMs remaining at E-Day were treated as GS supply items reported accordingly. 

Intelligence reports indicated enemy force concentrations were nearing final preparation for a major 
offensive operation. Three combined arms armies and one tank army were identified massing near the 
international border. 
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APPENDIX B 

CS and CSS in Exercises 

PRINCIPLES 

Support functions respond to the needs of the supported units. Figure 30 depicts the system within which 
CS and CSS units operate. 




The tactical situation creates the needs to which the system responds. Consequently, the tactical situation 
drives the support system. The response is the way in which CS and CSS fill the needs. It is determined by 
the resources available. In wartime, the needs are created by what happens on the battlefield: equipment 
may be lost or damaged, personnel may be killed or wounded. However, in peacetime exercises, planners 
determine the tactical situation and the resources available in order to meet the objectives. 

In training exercises, CS and CSS units support actual units or notional units. Actual units generate their 
own needs. However, to meet the exercise objectives, planners control the resources available for 
responding to these needs. For notional units, planners control both the needs and the resources. In 
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preparing for training, planners should employ the principles in this manual to conduct CS and CSS 
training exercises. 

This appendix discusses specific considerations for planning, controlling, umpiring, and evaluating the 
following functions: 

• Health services. 

• Military police. 

• Personnel and administration. 

• Transportation. 

• Maintenance. 



HEALTH SERVICES OPERATIONS 

Exercise play should include health services support operations, involving both nonmedical units and 
supporting Army Medical Department (AMEDD) organizations. As far as possible, AMEDD units and 
personnel should provide realistic support in exercises. They use moulaged casualties to train medical 
units in the transport, triage, and care of the wounded. 

The terms patient and casualty are precise designations that ensure proper care of actual patients and 
proper use of actual resources. Patients are sick, injured, or wounded personnel receiving medical care or 
treatment. Actual patients are those who are really sick, injured, or wounded. They need actual medical 
care. Simulated patients are not really sick, injured, or wounded. They are tagged or otherwise identified 
(with or without cosmetic makeup) to simulate actual patients for training or evaluation purposes. They 
must be physically moved or cared for to meet training or evaluation requirements. Constructive patients 
represent sick, injured, or wounded patients in reports, messages, or other written or oral communications 
to assist in CPX play. It is not necessary to move these patients. Casualties are those lost to their 
organizations because of death, wounds, injuries, or disease. The differences among actual, simulated, and 
constructive casualties are similar to those described for patients. In exercises, all patients and casualties 
should have one of these designations. 

Actual health services support must integrate with simulated and constructive exercise play. However, 
actual support should not replace simulated or constructive play unless it is furnished under the combat 
conditions. Eor example, a combat support hospital (CSH) providing only area sick call support for an 
exercise is not accomplishing its major CSS mission. See Table 9 for the types of health services support 
operations that should be performed by different levels of AMEDD and non- AMEDD units in field 
exercises. 
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TABLE a TYPES OF OPERATIONS. 
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PLANS 



Exercise directors must ensure that AMEDD planners include actual, simulated, and constructive health 
services support requirements early in preexercise planning. AMEDD training objectives should integrate 
with other exercise objectives. Detailed guidance is contained in the 8-series AMEDD ARTEPs. 

Planners must identify all the necessary resources such as— 

• Eunds. 

• Personnel. 

• Equipment. 

• Supplies. 

• Transportation. 

Some of the required health services personnel for exercises may be temporarily assigned to fixed 
installation medical facilities. Agreements between AMEDD TOE units and the local medical 
activity/medical center (MEDDAC/MEDCEN) should specify the release procedures for TOE unit 
personnel in on-the-job training or directed support programs. Agreements should specify procedures for 
obtaining controller, umpire, and evaluator personnel. Eocal agreements should also provide adequate time 
to request and obtain release of personnel from their parent units. When local assets cannot provide actual, 
simulated, and constructive health services assistance, requests should go through appropriate command 
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channels. 

To support the training objectives of most AMEDD treatment and evacuation units, realistic simulated 
casualty or patient play is necessary. Exercise planners must determine the source of casualties and 
patients, for example, by assessing player units or by using casualty or patient pools. In exercises that 
involve only medical or other support units, pools are usually necessary to provide the required volume of 
patients or casualties. In large exercises, assessments during exercise play should generate casualties. This 
procedure ensures that AMEDD training objectives are met. It also ensures that player units operate with 
realistic combat losses. Detailed instructions issued to controllers, umpires, and player units specify how to 
release simulated casualties into the treatment and evacuation system. Procedures must also provide for the 
timely return of personnel to units upon their release from medical channels. Normally, exercised to 
accomplish this. AMEDD units are not responsible for returning patients to their units. 

Casualties should simulate only those injuries or diseases that could be found in the area of operations 
under the conditions established for the exercise. To determine the battle and nonbattle casualties for each 
exercise, planners consider— 

• Units involved. 

• Troop population and density. 

• Enemy forces. 

• Type of combat. 

• Weather. 

• Terrain. 

The available resources may limit the simulated casualties. To meet the training objectives, varying 
numbers of casualties are necessary. 

Medical planning should provide realistic situations and events for AMEDD units. It should provide 
enough information so that participating units can respond realistically. Medical units practice 
survivability operations and operate 24 hours a day. 

Eor ETXs, units attached to the medical headquarters in peacetime or scheduled for attachment in 
contingency operations may comprise only a portion of the organization. Other units must be added, as 
needed. ARTEP 8-1 12 contains guidance. 

PERSONNEL AND EQUIPMENT 
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Detailed requirements to support specific AMEDD units are contained in appropriate 8- series ARTEPs. To 
determine the personnel and equipment for large-unit exercises, planners analyze- 

• The objectives of the exercise. 

• The quantity, types, and locations of player units. 

• The timing of exercise events. 

Control and evaluation functions may be combined or separated, depending on the exercise. Sufficient 
qualified personnel must be available to play all nonparticipating agencies with which the unit would 
normally coordinate and communicate. Many professional specialties in AMEDD units cannot be 
adequately evaluated. Controllers must be experienced and knowledgeable enough to initiate actions for, 
and respond to, player units. Control personnel have to moulage simulated patients and instruct them in 
their roles. Simulated casualty pools that generate patient play must have sufficient personnel. The 
appropriate 8-series ARTEPs recommend numbers of personnel for specific units. Driver/radio telephone 
operator (RATEEO) personnel with vehicles are required to support the AMEDD controllers, umpires, 
evaluators, and patients. 

When simulated patients and casualties are in treatment facilities during meal hours, the facilities will feed 
them. Class X clothing is required for simulated patients, particularly those who will be moulaged. 

CONTROL 

Exercise plans must specify detailed control procedures for actual casualties and patients. Actual medical 
support is normally the responsibility of the participating units. Provisions are made for— 

• Sick call and outpatient care. 

• Emergency care. 

• Ground and air evacuation, as appropriate. 

• Hospitalization. 

• Care for personnel unable to return to their units but not requiring hospitalization. 

• Medical supply and maintenance support. 

• Communications to support the above functions. 
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FIGURE 31* CASUALTY TAG IFRONTJ. 
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Casualty tags identify simulated casualties, place them into training exercises, and trace their movement 
through the medical treatment and evacuation system. If simulated casualties result from assessments, 
controllers must be briefed and issued the simulated casualty tags with Part A completed. Often the 
assessors are not AMEDD personnel. They may be controllers for other participating units. When players 
are tagged. Part B of the tag should be completed, separated, and turned in to AMEDD controllers on a 
prearranged schedule, normally at least once a day. Part A should remain affixed to the simulated casualty 
until released from medical channels. The last medical treatment or evacuation unit seeing the casualty 
should keep Part A and turn it in to AMEDD controllers on a prearranged schedule. Controllers should 
compare the collected Parts A and B at least once daily. Doing so ensures that assessed casualties are 
being released into, and properly moved through, the medical system. Controllers should bring major 
problem areas to the attention of player units for corrective action. 

Standard moulage aids are relatively simple and increase visual impact. Patients must be briefed on 
behavior, signs, and symptoms. Then they can add realism to the exercise play. 

Exercises with MIEES should use the casualty procedures in TC 25-8. Controllers for such exercises will 
be issued packages of MIEES casualty tags (GTA 8-11-5). The tags are issued concurrently with MIEES 
devices. Unlike the casualty tags described above, the MIEES casualty tags have predetermined wound 
diagnoses by percentage of various types of casualties. The controller will randomly issue one tag to each 
player prior to STARTEX. Players will place the tags in their pockets without reading them. If a player's 
MIEES equipment is activated, the controllers read the card to assess the casualty. 
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FIGURE 32. CASUALTY TAG (BACK). 
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If a casualty pool is used, medical controller personnel should moulage and brief the patients, attach a 
casualty tag and/or DD Form 1380 (Field Medical Card), and coordinate their insertion in exercise play. 
Simulated casualties can be introduced into play by- 

• Being transported to the treatment facility by ground or air ambulances or other vehicles. 

• Being picked up at simulated aid stations or other field sites by evacuation units. 

• Walking into a facility. 

If the scenarios require that casualties be evacuated after receiving initial treatment, each must have a DD 
Form 1380 to reflect treatment received. 

Non-AMEDD controllers must ensure that released patients return to their units according to established 
exercise procedures. If they do not receive casualty information through normal communications, 
controllers portraying a unit's higher headquarters or a subordinate unit should request it from player units. 
These controllers should also respond realistically to requests from participating units. 
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FIGURE 33, SAMPLE CASUALTY TAGS FOR JWILES^ SUPPORTED EXERCISES. 
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Detailed procedures for evaluating and maintaining records of medical exercise activities are found in 
appropriate 8-series ARTEPs and FM 8-23. Also, see TC 25-6 for instructions on MILES -supported 
exercises. 

DA Pamphlet 310-12 describes a wide range of available simulation training aids. Planners should also 
consider other locally constructed aids. Some applicable nonstandard aids may be available through the 
MEDDAC/MEDCEN. They may be justified for purchase and use within a command. Improvised medical 
training aids are as varied as imagination and resources allow. 

MILITARY POLICE OPERATIONS 

Military police (MP) units participate in exercises to provide realism. These units provide combat, CS, and 
CSS to the commander. Table 10 summarizes MP missions and operations and identifies the military 
police TOE units responsible for each. 
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TABLE 10. MP MISSIONS AND RESPONSIBILITIES. 
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PLANS 



Military police planning considerations are applicable to actual tactical situations, as well as to the 
planning and conduct of training exercises. Wherever feasible, military police participate in the planning 
so that their training needs can be incorporated in the exercise. Tasks in the MP ARTEP should be 
included in the exercise scenario. Additional military police tasks dictated by local missions or 
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circumstances may also be included. Planners should keep in mind the size and actual capabilities of the 
military police unit being employed. The wide spectrum of possible military police missions requires that 
the military police be given every opportunity to experience situations as close to actual combat conditions 
as possible. For example, military police play a vital role in RACO. Planning of military police missions 
for RACO should be exercised in accordance with current doctrine. The conditions needed to employ 
military police realistically are best met by including them in exercises conducted by major head-quarters. 
Military police can receive excellent training in planning for, and assisting with, the movement of units to 
and from the training areas. 



PERSONNEL AND EQUIPMENT 

Military police planners develop their plans to best support the concept of the exercise. Planning factors 
that affect military police employment include- 

• Number, types, and missions of units in the MP element's area of operation. 

• Specific missions and the type of support required of the MP element. 

• Quantity, quality, and types of vehicles and equipment available to the MP element. 

• Environmental conditions within the area of operations. 

• Width, depth, size, and location of built-up areas. 

• Attitudes and needs of the inhabitants. 

• Requirements for augmentation by MP elements. 

• Enemy capabilities in the rear area. 

• Political or psychological activities directed against US forces. 

The military police controller, umpire, or evaluator checks to ensure that MP unit commanders establish 
mission priorities in the light of available troops and provide for 24-hour area coverage. Once these 
determinations have been made, the formula below, as well as the directions found in ARs 310-31 , 310-49 , 
and 570-2 , may be used. 

Military police planners will consider special equipment, facilities, and transportation. MP units can 
provide the majority of their equipment needs. Special missions require augmentation. Such missions may 
involve— 

• Support of river-crossing forces. 
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• Security of ports and harbors. 

• Security of permanent stations. 

• Handling unusual numbers of PWs or military prisoners. 

• Riot or civil disorder control. 

• Security for extended lines of communication (LOC) under enemy observation and fire. 

Military police planners consider aviation employment and support in the following missions: 

• Command and control, especially for extending communications capabilities. 

• Security. 

• Overwatch of extended LOC, including convoy cover, location of congestion, interruption of the 
MSR, and in-transit security. 

• Movement of MP elements to unblock a threat obstruction and to relieve congestion on road 
networks. 

• Timely coordination with supported head-quarters and subordinate military police elements. 

• Evacuation of selected PWs for special protection or interrogation. 
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FIGURE 34. COMPUTII^G REQUIRED MP STRENGTH. 
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Contingency planning must include implementing instructions to undertake all types of operational 
support, including— 

• Rear area protection. 

• Security of critical installations. 

• Security of LOC. 

• Reaction to major disaster situations (area damage control). 

• Reaction to installation security plans. 

• Reaction to civil disturbance and riot control missions. 

• Implementation of nuclear accident/incident control plans. 

• Conduct of joint operations. 

PERSONNEL AND ADMINISTRATION OPERATIONS 

Personnel and administation (P&A) functions are heavily loaded with peacetime requirements. During 
wartime, only a few of these functions become more important or create a heavier work load than during 
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peace-time. Training exercises must focus on these critical wartime functions at each echelon. Critical 
functions include— 

• Personnel strength accounting. 

• Personnel information system (automated/manual) operations. 

• Replacement requirements and requisitions. 

• Replacement processing/operations. 

• Casualty reporting. 

• Military awards. 

• Postal operations. 

• Tactical administration service operations. 

• Promotions/reductions. 

Other P&A functions may be performed in combat. However, these are the critical ones that must be 
performed by each echelon. They differ from echelon to echelon. For example, at battalion level, 
personnel information will be detailed. At corps level, it will be summarized. Tactical SOPs and plans 
should include procedures and requirements to ensure that the system supports each echelon. 

PLANS 

For successful exercises, P&A planning must occur early. It must— 

• Establish objectives. 

• Determine which functions will be played and plan to exercise them thoroughly. 

• Coordinate with scenario developers to ensure that the play will exercise the selected objectives. 

In multiechelon exercises, P&A elements at all levels must coordinate to ensure that current SOPs and 
plans are sufficient. In exercises without higher and lower echelons, controllers must be provided proper 
information to create exercise realism. A number of functions require support from other organizations. If 
a player element does not provide this support, a controller must provide it to ensure that the units are fully 
exercised. For example, the division AG company (replacement detachment) needs transportation support 
from the supply and transportation (S&T) battalion to move replacements. If the replacement system is not 
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being exercised, movement requirements must still be submitted so that the transportation element can 
exercise. 

Exercises should involve both P&A functional and tactical responsibilities. For example, the division AG 
company should also perform rear area security and rear area damage control in the division support area. 
The maneuver battalion's personnel administration center (PAC) should perform the same function in the 
brigade trains area. 



PERSONNEL AND EQUIPMENT 

The personnel selected for the exercise must be those who would normally perform during combat 
operations. The exercise objectives and the P&A functions to be played determine the actual number of 
participants. Only equipment authorized by the TOE should be used. Blank forms and appropriate 
references required by field SOPs should be available. 

CONTROL 

Exercise play drives P&A activities. For example, as personnel losses are declared, these losses are 
translated into MOSs and reported in accordance with established procedures. The personnel controller is 
the key to this function. He should have the TOE and Standard Installation/Division Personnel System 
(SIDPERS) rosters to verify losses by MOS and grade. The personnel controller ensures that personnel 
and other staff elements coordinate properly especially when exercise action increases. ARTEPs and 12- 
series field manuals cover P&A elements. 



TRANSPORTATION OPERATIONS 

Exercise play should include realistic transportation requirements for participating units. Transportation 
planners consider— 

• The types of transportation operations and the modes of transportation to be exercised. See Table 
11 for an example. 

• The levels of transportation to be exercised. 

• The integration of transportation play into exercises. 
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TABLE 11. FTX TRANSPORTATION OPERATIONS. 
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PLANS 

Planning steps identify basic transportation levels— strategic, coordinative, and operative. The steps then 
relate these to the transportation command structure. The strategic level involves high-level, long-range 
planning. It is done by the assistant chief of staff for transportation at theater army HQ or by the senior 
transportation command in a theater. The coordinative level integrates movement. Normally, the 
movement control center or the senior transportation command does this planning. The operative level 
involves unit missions. Each unit performs its function: 

• Discharging containers from ships. 

• Clearing terminals by truck, water, rail, and air. 

• Performing intermediate aviation maintenance. 

• Providing training for troops. 
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TABLE 12, PLANNING LEVEL RESPONSIBILITIES. 

STRATEGIC 

* Assess the thejnervuide tran«|M>rTa tPan situation. 

* Deternnint tr4tr4SpartatiQn requiraments- 

* Allocate resupply. 

4 Study the thealef Op^rdtiDns area and select main supply routes arid alternates. 

* Advise the theatar cominander on theater transportatpDO Operations. 

^ Sal act parts, terminals, and transfer poiots to use or avoid. 

* Set the thoeter transpOriation policy. 

COORDINATIVE 

* Match traptsporlatpoo requirements with cepebilities, 

* Allocate and use transportation modes. 

* Control aotivitias. tra>1Sp0rtation groups, and other assigned units raqulrad in the 
movement o 1 cargo and pcrsooriel. 

* Report the daily capabilities of highways, inland watarweys. air routes, and r^iil lines. 

* Mainlairt liaison with IdcbJ and national commercial iransporters. 

V Collect, avaluata. interpret. analyES. and integrata transportalion intelliQOncc. 

* Prepare traffic circulation plan. 

^ Advise all concarned of tha piay- 

* Recommend subslitution of one mode tor another. 



TABLE 12. PLANNING LEVEL RESPONSIBILITIES Icontinyod}. 
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PERSONNEL AND EQUIPMENT 
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Exercise planners assign tasks at the correct transportation level— strategic, coordinative, or operative. 
Planners use the applicable ARTEP to suggest support requirements for various transportation exercises, 
as well as the framework for the desired standards and control. 



MAINTENANCE OPERATIONS 

By virtue of their missions, maintenance units perform daily many of the functions they can expect to 
perform under field conditions. At the DS level, these include— 

• Inspecting. 

• Testing. 

• Classifying. 

• Supplying repair parts. 

• Cannibalizing. 

• Controlling exchange. 

• Repairing. 

• Modifying materiels. 

These are prime candidates for exercise play. Some functions, notably reclamation, overhaul, and 
rebuilding, are performed at maintenance levels higher than DS. Nonetheless, exercise planners should 
consider giving all functions some play. 

The exercise scenario should include the applicable tasks shown in the appropriate ARTEP. It should also 
include tasks that are not part of the daily maintenance mission. 

Exercises should be as close as possible to actual combat. Eor example, the supply function should train in 
conjunction with maintenance. Doing so is important because most maintenance supply actions will have 
an effect on Class IV supply. Similarly, the materiel management center (MMC) should train to find 
additional sources of repair parts, such as adjacent maintenance units and equipment that can be 
cannibalized. Accurate and timely readiness reporting is absolutely essential. Effective communications 
nets are also vital. If radio silence is imposed, couriers must be used. Eikewise, as maintenance support 
teams (MSTs) are sent forward, they should train to satisfy both the supported and supporting units. 
Response times may be critical, both for equipment repair and MST survivability. MSTs may be 
transported by airlift to the equipment or provided armored maintenance vehicles. 



http://www.adtdl.army.mil/cgi-bin/atdl.dll/fm/25-4/Appb.htm (17 of 17) [1/1 1/2002 2:30:53 PM] 




FM 25-4 Appendix C 




RDL Table of Document Download 
Homepage Contents Information Instructions 



APPENDIX C 

Opposing Forces 

PURPOSE 

OPFOR units are trained and equipped to confront US units with realistic opponents that look like and 
fight like potential adversaries. Such realism enhances training exercises. Well-equipped OPFOR units 
are skilled in the tactics and techniques of a potential adversary. They not only add realism to training 
exercises, but generate player enthusiasm. Soldiers learn the potential adversary's tactics, doctrine, and 
weapon systems that they could successfully exploit in air-land battles. OPFOR units encourage— 

• Effective intelligence-gathering procedures. 

• Electronic warfare techniques. 

• Operations security measures. 

• Deception measures. 

• Unconventional warfare techniques. 

Presently, the collective sustainment training in units further refines the tactical skills taught in service 
schools. However, such training usually derives from friendly-on-friendly force engagements. Given 
such training, US forces would have to develop innovative ways to fight an actual enemy during the 
initial stages of a war. However, under current operational concepts, a period of adaptation is no longer 
acceptable. All units should train for future battles by exercising as much as possible against realistic, 
uncooperative, and competitive OPFORs that use threat doctrine, tactics, weapon systems, and 
fortifications. Knowing how a potential adversary is likely to perform on the battlefield, US soldiers and 
units can take advantage of enemy characteristics and weaknesses from the very start. 

ORGANIZATION 

Successful OPFOR employment relies on support from unit commanders and staffs. Except for the NTC, 
the Army has no authorized manpower allocations for OPFOR maneuver units. Therefore, corps and 
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division training programs must use unit assets to depict OPFOR tactics and operational principles. The 
G3 manages the OPFOR program. The G3 staff section uses the available expertise within the G2 section 
to help manage the program. This staff relationship fosters intelligence support to the overall unit training 
goal of combat readiness. The G3 also monitors unit scenarios. He ensures that they are properly 
designed and controlled and that they allow the OPFOR to create a realistic environment. 

Units in the division or corps should be trained, on a rotating basis, to perform as an OPFOR element for 
training exercises and ARTEP evaluations. 



SIZE 

Full-scale employment of OPFORs demands extensive resources. Thus, OPFOR participation may be 
scaled down to reduce costs. The size of the OPFOR usually depends on the unit's ability to provide 
supporting personnel. For reporting purposes, one OPFOR soldier normally represents three enemy 
soldiers. One tank normally represents a tank platoon. The ratio between the OPFOR and the notional 
enemy it represents is flexible. The chief controller of the exercise must establish the ratio, based on 
available OPFOR training time, equipment, and personnel. However, the ratio must always be realistic. 
When using MILES with an OPEOR, refer to TC 25-6 . Some additional considerations when using 
OPEOR units in a training exercise include— 

• Eree play or controlled play scenarios. 

• The exercise training objectives. 

• The personnel, equipment, and facilities available. 

• The scheme of maneuver. 

• The fire support plan. 

• The type, strength, composition, and training status of the OPEOR unit. 

• The available maneuver space within the area of operations. 

• The weapon systems to be employed. 

EQUIPMENT 

Modified US vehicles can suggest the appearances and silhouettes of threat combat equipment. Vehicle 
and equipment modification kits and soldier uniforms can be obtained from TASCs. Likewise, foreign 
material and equipment for training can and should bean important part of the total OPEOR program. 
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Foreign equipment in displays and in typical strongpoints can enhance realism in individual, leader, and 
collective training. AR 350-2 outlines the training objectives and explains how to obtain and maintain 
foreign equipment. 

The OPFOR emblem identifies OPFOR equipment and personnel. It is also used on OPFOR training 
literature and materials. When the emblem is superimposed on OPFOR-designed equipment, the star is 
black and the circle red. The background remains the original color of the equipment. When a colored 
version is for uniforms, flags, and staff papers, the star and circle will be gold and the background red. 
These emblems can be obtained from TASCs. 



TRAINING 

Ideally, each division should have a small, permanent cadre to assist in OPFOR training. This cadre 
should train the OPFOR maneuver unit to execute the OPFOR portion of exercises quickly and 
professionally. It should provide divisionwide classroom instruction pertaining to Soviet and North 
Korean military forces. See FM 30-102 and FM 34-7 1 . 

The US Army Forces Command (FORSCOM) Red Thrust element, located at Fort Hood, Texas, has 
prepared training packages to teach tank and motorized rifle companies and battalions throughout the 
Army how to portray authentic Soviet and North Korean tactics. Both Soviet and North Korean 
formations are relatively easy to learn. To save fuel, OPFOR units can practice them with 1/4-ton trucks 
instead of tracked vehicles. Considerations to keep in mind when using OPFORS are— 

• The general tendency of an OPFOR to revert to US tactics once it begins to maneuver against an 
actual US force. 

• The tendency of OPFOR commanders to use the best of both Soviet and US tactics. Doing so 
should be avoided because any-thing less than authentic Soviet and North Korean tactics degrades 
the training of both the player unit and the OPFOR element. 

PLANNING 

The exercise directive provides initial planning guidance such as— 

• The size of the OPFOR element required. 

• The player units that will participate. 

• The equipment available. 

• The constraints (physical, financial) or other limitations. 
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• The tactical doctrine or techniques to be emphasized. 

• The procurement of special supply items. 

• The OPFOR training objectives and equipment. 

• The source of OPFOR equipment and personnel. 

The OPFOR scenario is developed in the same manner as the player unit scenario to facilitate player 
intelligence training. The OPFOR scenario emphasizes the following: 

• Propaganda to enable all personnel to develop positive attitudes toward the exercise. Appropriate 
means may include posters and leaflets, agent activities, and loudspeaker broadcasts. 

• Simulated nuclear-chemical operations. 

• Tactical deception designed to strengthen procedures for developing counter-deception activities. 

• Partisan, guerrilla, and counterintelligence agency operations to train all player units in 
survivability operations. 

The preexercise phase must provide sufficient time to allow for— 

• Training and converting a unit to OPFOR status, to include rehearsing the tactical plan. 

• Developing plans and orders, to include preparation of communication, air support, and fire 
support plans. 

• Developing plans for OPFOR intelligence activities. 

Once the OPFOR has been designated by the directive, the OPFOR commander and staff begin planning 
and training— 

• To establish operational headquarters. 

• To reorganize units for OPFOR employment. 

• To designate OPFOR identities for personnel and to issue weapons, clothing, markings, and 
documents, as needed. 



http://www.adtdl.army.mil/cgi-bin/atdl.dll/fm/25-4/Appc.htm (4 of 5) [1/11/2002 2:31 :00 PM] 




FM 25-4 Appendix C 



• To construct necessary defensive positions according to threat tactics. 

• To prepare the OPFOR OPLAN based on the exercise scenario. 

• To plan and conduct appropriate rehearsals in coordination with controller personnel. 

• To schedule briefings for all OPFOR personnel on the nature of the exercise and their particular 
roles in the exercise. 



CONTROL 

The exercise control plan details provisions for controlling OPFOR play. The type of scenario dictates 
the measures used for OPFOR control. Threat doctrinal control measures and graphics control OPFOR 
elements during the exercise. Controllers and umpires are designed to OPFOR units— 

• To evaluate actions. 

• To ensure realism. 

• To assess loss and damage. 

• To control activities. 

Detailed training for umpires and controllers in OPFOR organization, doctrine, and tactics is the key to 
realistic control of exercise play. The corps or division OPFOR program manager or other personnel 
trained in OPFOR tactics and organization can provide this training. 

The OPFOR commander has tactical and administrative control of the OPFOR and its attached units 
during the exercise. The OPFOR should rehearse planned tactical operations with the umpires and 
controllers. This enables all concerned to become familiar with the terrain and control measures to be 
used and allows correction of faulty tactical procedures. 
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APPENDIX D 

Exercise Control 

PURPOSE 

All training exercises require control. Some such as TEWTs need only commanders. Others such as 
division-or corps-level CPXs or ETXs may require formal controller organizations responsible for 
conducting entire exercises. The control system for any exercise should ensure that it follows its scenario 
and attains its objectives. The control system makes sure that each exercise develops smoothly and 
provides meaningful, realistic training. 



ORGANIZATION 

To control exercises, chief controllers must organize the staffs to use the available personnel most 
effectively and beneficially. To do so, they prepare controller manning tables. 

The composition of the control team depends upon— 

• The type of exercise and the echelon at which it is conducted. 

• The method, sometimes called the exercise driver, that sustains the exercise and causes it to flow 
to a logical conclusion. A sequence of events, a battle simulation, an OPEOR element, or a 
combination of these may drive an exercise. 

• Troop lists from the notional higher and adjacent headquarters. 

Controllers should represent all higher, subordinate, adjacent, and supporting units and staffs except 
those physically represented. If Eirst Battle drives a CPX, the chief controller can use the organizer's 
guide from Eirst Battle and the OPLAN troop list to assign controllers properly. Eor an ETX with an 
OPEOR element and no higher headquarters, OPLAN, or troop list available, the chief controller must 
decide not only where to place controllers, but whom they must represent. 

Each battle simulation includes a recommended controller manning table along with the instructions. In 
many instances, manpower restrictions will dictate modifications to it. However, control organizations 
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that are not familiar with the particular simulation being used should follow the recommended control 
organization as closely as possible. A control staff, a headquarters together with umpires, and evaluators 
may all be necessary. 

Controllers ensure that events take place at the right time and place per scenario and schedule. They 
perform as all HQs and units not present as players. Umpires determine outcomes of— 

• Engagements. 

• Fires. 

• Obstacles. 

• Support activities. 





TABLE 13. SAMPLE MANNING TABLE, 
CONTROL TEAM 




Duty Position 


Ranh 


Quantity 


Spaoisity 


CFsarance 


Ee^uipmant 


Chief umpire 


COL 


1 


ItA 


s 




Driver/RATELO 


Sp4 


1 


NA 


s 


whh* 

trailer; 

VRC 47 sflCLif s 



They report outcomes to players and controllers. Evaluators observe activities to determine whether tasks 
are performed to standard. Ideally, one person should not serve as controller, evaluator, and umpire 
during the same exercise. However, exercise directors may have to make dual assignments if there is a 
shortage of qualified personnel. 



EXERCISE CONTROL CENTER 

As the focal point for controlling each exercise, the ECC will portray the higher headquarters of the 
player unit. It will also be responsible for the administration and logistics necessary to support the 
exercise. Subordinate control centers, if used, and umpire teams report to, and coordinate their activities 
through, the ECC. ECC personnel must also know control and umpire procedures thoroughly and interact 
as required with subordinate control centers. The chief controllers or their designated representatives will 
coordinate all activities of the control organization according to the guidance from the exercise director. 
All training exercises have ECCs. Higher echelons require formal organizations. 

A sample controller manning table for the ECC of a division-level FTX appears in Table 14 . The 
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suggested task organizations are austere. Actual controller requirements must be based on a mission 
analysis of the exercise being conducted and permit sustained operations. Manning and equipment tables 
vary depending on the type of exercise. They are based on the mission, the terrain, and the troops 
available to support the operation. The ECC must be organized to permit sustained operations. 



TABLE 14. EXERCISE CONTROL CEJ^dTEH MANNING. 




OLlTV POSITION 


RANK 


OUANTITV 




Exercise director 


COL 


1 






Deputy a}ierici:ie dtrector/chwf cantroller 


LTC 


1 






Clerfa/dnver 


SGT 


1 






Pilot 


gpT/wo 


1 






Crew ctiiaf 


SGT 


1 






NCQIC 


MSG 


1 






Drnftfinien 


SPA 


1 






Dperation*./int9lligencB oflicar 


MAJ 


£ 






Dperetionc^ intelligence officer 


CPTZWO 


2 






Dpefitions/intelNgence NCO 


SFC 


2. 






Dperati-Qna/»ntelNgance -spsciBliat 


SPA 


4 






RATELO 


SPA 


3 






Clerh/dneaf 


SPA 


3 






FSE officer 


MAJ/CFT 


i 






FSE NCO 


SFC 








FSE apeolalItT 


SPA 


z 






HATEig 


SPA 


2 
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TABLE 14^ EXERCISE CONTROL CENTER MANNING (continued] 



NSC olficar 


LTC/NlAJ/CPT 


2 ; 


NBC MCO 


SFC 


2 


Clark /dnwpr 


5P4 


2 


Engiriaaf otfimr 


cpr 


1 


En^lnaar NQO 


SFC/SSG 


1 


Clerk/RAT^LO 


SPA 


2 


ADA DHicar 


CPT/LT 


1 


ADA NCO 


5FC 


1 


Clark/RATELO 


5P4 


1 


Aviation aflinar 


CPT 


1 


Aviation NCD 


SFC 


1 


Clark/RATELD 


.SPA 


1 


ALO offioer 


LTC/MAJ 


2 


ALO NCO 


SFC 


2 


Pfariannal aflicgr 


MAJ 


1 


Pfarspnnol NCD 


SFC 


1 


Ckrk/irivar 


SPA 


1 


Logiatioa GfliAaf 


MAJ 


1 


Lofliatwa NCO 


SFC 


1 


Clorh/'drivoi- 


SP4 


1 


G6 dtficer 


LTC 


1 


Auistant GS ofUcar 


CPT 


1 


Cletk /driver 


SP4 


1 


Provost iTiarsfial 


LTC 


1 


Dapuly provost rTHrshil 


CPT 


1 


Operaiiions NCO 


SFC 


1 


Clark/drive-r 


SP4 


1 


Surgeon 


LTC 


1 


Madicel NCO 


SFC 


1 


Joint viBrlor'i bureau pIC 


MAJ 


1 


Oparalions gffiesr 


CPT 


1 


NCO 


SGT 


1 


Clark 


SPA 


1 



fVnte- The Bcopa *f fh? vitercise will didiptq what iiifnant and< f aeiliiie? ar^ n«cssH r> . Equipm ent for I hia and all 

Huhsaqutnt tablas in thia appandHn is: intentionally omiit^d. 



Chief Controller 



The chief controller commands all exercise controller personnel. He is responsible for informing the 
exercise director of player unit locations, plans, and intentions. He advises the exercise director about 
taking possible actions through controller channels to influence the tactical situations. ECC staff 
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members aid the chief controller in these duties. In the absence of a chief controller, a senior member of 
each shift of the operations section acts as ECC officer in charge. 

Operations Officer 

The operations officers are the primary advisors to the chief controller for exercise planning and 
operations. The operations section controls all notional units. It is aggressive in seeking updated 
information from the area coordination centers (ACCs) and the player unit's highest headquarters. It is 
responsible for— 

• Fighting its portions of air-land battles. 

• Disseminating changes to the highest player unit's OPORD. 

• Issuing orders and directives. 

• Planning on behalf of the player unit's higher headquarters. 

Intelligence Officer 

The intelligence officers are the primary advisors to the chief controller on all OPFOR matters. The ECC 
intelligence section controls all OPFOR units. It makes sure they adhere to the OPFOR commander's 
orders. It ensures that all necessary intelligence reports are issued and received per SOP requirements. 

FSE Officer 

The FSE officers represent the chief artillery umpires at the ECC. They— 

• Brief the exercise director, chief controller, and staff. 

• Recommend actions to control the exercise. 

• Direct actions based on guidance from the exercise director and chief controller. 

The FSE officers receive reports from the fire support sections of the ACCs and maintain current status 
reports on all field artillery player elements. The FSE officers ensure that map and status charts for ECC 
operations are properly posted. They pass guidance and information to the subordinate fire support 
controllers as required, and they maintain artillery unit status logs and staff journals. 

NBC Officer 
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The ECC NBC officers are responsible for general supervision of the NBC control and umpire system. 
The NBC element coordinates chemical release procedures and chemical fire support plans. It maintains 
liaison with area control center NBC personnel and brigade NBC umpire personnel. Through reports 
submitted by ACC personnel, the NBC element monitors the effects of chemical or nuclear weapon 
systems in tactical play. It recommends chemical or nuclear courses of action to the chief controller. 

Engineer Officer 

The ECC engineer officer is responsible for briefing the exercise director and chief controller concerning 
engineer activities. The engineer officer also posts information about current engineer operations on the 
map and maintains all necessary logs. He directs engineers to comply with guidance received from the 
exercise director and chief controller, and he coordinates with other ECC staff sections, as required. 

ADA Officer 

Using information from ACCs, the ECC ADA officer maintains status maps showing all units and their 
engagement zones. He reports all ADA position changes to the ECC operations section, and he reports all 
changes in ADA position and operational status to the ALO. In addition, the ADA officer maintains the 
current and planned air defense situation based on situation reports received from the air defense 
umpires. 



Air Liaison Officer 

The ECC air liaison officer assesses the bomb damage from sorties not controlled by the forward air 
controller (EAC) and passes the BDA to the ACC, which in turn passes it on to the maneuver unit 
umpires for assessment. The chief ECC ALO exercises operational control over airborne umpires, ECC 
ALO umpires, and other controllers of Air Eorce activities, as required. 

Aviation Officer 

The ECC aviation officer compiles and maintains all Army aviation-related data during the exercise. He 
briefs aviation-related activities to the exercise director and chief controller. 

Logistics and Civii Affairs Officers 

The ECC G4 aids in the coordination of US and local national agencies or citizens, as required, 
concerning conflicts or maneuver damage, linguistic support, and other civil affairs activities related to 
the control mission. The G5 assists in handling foreign nationals who visit control facilities or activities. 
The G5 may collocate with the provost marshal section to assist in resolving incidents involving foreign 
nationals. 



Provost Marshal 
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The provost marshal advises the chief controller on the status of all control personnel during the exercise. 
He advises the ECC personnel officers on matters involving policy violations. He maintains liaison with 
safety officers and provides the required reports on accidents involving umpire personnel and equipment. 
The provost marshal maintains the umpire's serious incident reporting system and is the ECC point of 
contact with appropriate public agencies. 



Surgeon 

The surgeon advises the chief controllers on the health status of all personnel during the exercise. He is 
responsible for operations of the casualty evacuation system. 

Visitor's Bureau Officer 

The ECC visitor's bureau (VB) is responsible for hosting visitors to the ECC, in accordance with 
established itineraries. The OIC of the VB establishes and maintains liaison/coordination with the 
secretary of the general staff. He keeps the chief controller and staff advised of visitors and their status, 
reporting their times of arrival and departure to the VB. He meets and escorts visitors in the ECC area, as 
the headquarters commandant directs, and he provides ground transportation for visitors in the ECC area, 
as necessary. The OIC also coordinates visits with umpires or ACCs. 

AREA COORDINATION CENTER 

ACCs, when established, are subordinate to the ECC. ACCs remain in fixed locations. They coordinate 
the administrative and logistical support that is not part of exercise play. In addition, ACCs monitor and 
record maneuver damage. ACCs are normally established for division and higher echelon exercises or 
when the geographic area is too large for an ECC's control radius. ACCs are normally composed of three 
elements: 

• A maneuver section. 

• A fire support section. 

• An obstacle section. 

Eor exercises above division or for special contingencies, they might add other sections such as air 
liaison or maneuver damage control. 

ACCs must know— 

• The locations of all player and OPEOR units. 
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• The locations of all emplaced obstacles. 

• The general tactical situation. 

ACCs use this information— 

• To coordinate the support, such as maintenance, refueling, feeding, and administrative 
information, for umpire teams and controller/evaluator personnel. 

• To coordinate emergency support that is not part of exercise play for all participants. 

• To brief visitors to the exercise area. 

Wire and/or radio communication connects each ACC with the ECC and with each other. ACCs are 
administrative elements and do not control, umpire, or evaluate. ACCs depend upon effective 
communication and timely reports from the umpire teams operating within their areas of responsibility. 
When the need for ACCs has been established, it is normal to field two or more of them. 

The number of communications nets established by each ACC will depend on the type and echelon of the 
exercise. Sufficient nets must be established to enable the ACC to function effectively. Some nets that 
can be used are the— 

• Umpire command net. 

• Administrative/logistical net. 

• Maneuver net. 

• Fire support net. 

• Obstacle net. 

• Fire marker net. 

Whenever possible, each ACC spans a geographical area that corresponds to the player unit boundaries. 
Thus, each ACC should work with only one player, OPFOR, and umpire/controller organization. 
However, if terrain and communication limitations make this ideal impossible, each ACC must be 
prepared to act as a relay point for other umpire/control elements. For division-level exercises, ACC 
limits usually correspond to brigade boundaries. ACCs then perform both their own functions and those 
of brigade umpire teams. All ACC sections assist area umpires and controllers in resolving 
administrative and logistical problems. 
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Maneuver Section 

The maneuver section maintains the locations and status of all player and OPFOR units on the operations 
map. It places opposing maneuver umpires and controllers in direct communication with each other to 
institute and/or evaluate planned activities. This section consolidates umpire team reports and keeps the 
ECC informed of the intentions of subordinate units. It coordinates with adjacent ACCs and reports to 
the ECC on the status of flank units and on any boundary problems. 

Fire Support Section 

The fire support section monitors all fire support activities and communications, serving as the control 
element for all support fires within the ACC radius. All fire support umpires are required to process their 
reports through this section to the ECC. During LEXs, this section may have to halt play for safety 
reasons. 



Obstacle Section 

The obstacle section provides current information on obstacles to area umpires and controllers. It 
monitors conventional obstacles and damage to the MSR and to LOC for its assigned area. It should be 
staffed by experienced engineer personnel. Collateral damage from conventional, chemical, or nuclear 
strikes that create obstacles must be reported to this section. It assigns sequential target numbers to 
obstacles, and it reports their status, target numbers, and locations to the ECC. It reports current obstacle 
information to maneuver unit umpires by means of updated obstacle overlays. This section assists in 
controlling tactical obstacles and coordinates the placement of obstacle guards within the ACC area. It 
may divide its area into subareas to simplify the dissemination of information to tenant units. Breached 
obstacles are logged on the obstacle status log and removed from the obstacle map. Repairing unit 
umpires report MSR and LOC repairs, and ACC personnel post them in proper logs, remove them from 
the correct obstacle overlay, and report them to the ECC G4. The obstacle section also ensures that all 
obstacles in the ACC area are properly marked throughout the exercise. The obstacle should be marked 
by either the emplacing unit umpire, the requesting unit umpire, or a nearby resident umpire. 

A sample ACC organization for a brigade area of operations during a division ETX is shown in Table 15 . 
The table is provided for guidance. Exact manning will depend on the type of exercise, the echelon at 
which it is conducted, and the geographic area. 
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TABLE 15. ACC MAMNTNG. 



DUTY POSITION 


RANit 


QUANTITY 


SPECIALTY 


Araa chief controller 


COL/LTC 


1 


11/12/13 


Aa&istant area ocrtreNer 


LTC 


1 


11/12/13 


Orivaf/RATeLO 


SP4 


1 




Manauuer C4rvlrt>||gr 


MAJ/CPT 


2 


11/12 


Aasialaut macwuvBr contmller 


MSQ/SFC 


2 


11B/1S “ 


Orivar/RATELO 


$P4 


2 




Fire auppert CPntrQlFer 


MAJ/CPT 


2 


13 


Aasiatent Fs c<in|To||er 


MSQ/SFC 


2 


13E/13C 


Djwer/RATELO 


SP4 


2 




Qbatacla controller 


MAJ/CPT 


2 


21 A 


Assr9.tartt obatflcic controller 


SFC/SSG 


£ 




Drlirer/RATELO 


SP4 


2 





UMPIRE TEAMS 

The umpire teams evaluate engagements, fires, obstacles, encounters, and support activities, based on 
weapons effect tables, professional judgment, and a thorough knowledge of the player unit's disposition 
and scheme of maneuver. The teams interface with ACCs. They are especially active at the battalion and 
lower levels of command where they may perform simultaneously as controllers and evaluators. 

The organizational tables that follow depict umpire teams supporting a division (brigade-slice) FTX. 
These tables depict the most commonly required teams. Any unit in an exercise may require a 
corresponding umpire team. 
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TABLE 16 , BRIGADE UMPIRE TEAM, 



OUTV POSITION 


RANK 


QUANTITY 


SPECIALTY 


CLEARANCE 


Brigflde chtfif utt^|iirv 


COL/LTC 


1 


11B/12A 


S 


Dn'var/FtAtELO 


SP4 


1 


UA 


C 


niat 


WO 


1 


Rated pilot 


S 


A»iir#nt chief umplfa 


MAJ 


1 


11S/12A 


s 


Driver/ RAtELO 


SP4/PFC 


1 


hA 


c 


Adminiiatiatlve umpire 


CPT 


1 


41, 42 


0 


Aasi«t»nt edminiitrali^e umpire 


SFC 


1 


71 L 7SB 


c 


InteMIganca unpire 


MAJ /CPT 


2 


BSA 


s 


InteINgenca NCO* 


SFC 


1 


Intel ligence 
eiiperience 


s 


Oriwar/RATELtS 


SP^/PFC 


1 


NA 


c 


PW umpire 


SSG 


1 


30A. 


s 


AHiatant PVf umpire 


$P4 


1 


NA 


s 


Oparefienc umpire" 


MAJ /CPT 


£ 


11S/1ZA 


s 


Opareiicnf NCO" 


SSG 


1 


Inlallipanoa 

eKparianoe 


s 


Af»jet«nt operaticna NCQ* 


SSG 


1 


Oparatior^i 

eKperianoa 


s 


n«k Dm*r/RAT£LD' 


$P4 


2 


HA 


c 


l,»QiFlici umpka 


CPT 


1 


92. 34 


c 


Asiivtanf logialica empire 


SFC 


1 


7S¥, 76D 


c 


Driver /H ATE LD 


SP4/PFC 


T 


NA 


c 


N9C Mmpira 


CPT/LT 


1 


74 


s 


hi&O ruco 


SFC/SSG 


1 


54E 


s 


□hv«/RATELO 


SP4/PFC 


1 


NA 


c 


Madical umpire 


CPT/WO 


T 


60A/011A 


c 


Aiaiitent madrcal umpire 


SFC 


T 


SIB 


c 


Dnvar/RAtELO 


6P4 


1 


NA 


c 


Meinieriance umpira 


CPT/WO 


1 


92 


c 


Auircant maiihenence umpire 


MSG/5FC 


1 


73 


c 


Dnuar/RATELQ 


SPA 


1 


NA 


c 


"Personnel end equipment lhal w(M 


nor jfKrve. 
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TABLE 17, 


ArtANEUVER BATTALIOW CONTROL TEAM, 




DUTY POSITION 


RANK 


QUANTITY 


SPECrALTV 


CLEARANCE 


CAp«f utnpire 


LTC 


1 


11B/13A 


S 


Drl^fiir/nAT^LO 


SP4 


1 


NA 


c 


chief ampir« 


MAJ 


1 


11B/12A 


s 


Driver /RATELQ 


SP4 


1 


NA 


c 


Opera ■■aha/inteilltence 


CRT 


2 


11 A/12A 




Operation! NCO 


SFC 


1 


Operetiont 

experience 


s 


Driver/flATELO 


SPA 


1 


NA 


c 


GdiTBlipn fine Bupporl upipira 


MAJ/CPT 


1 


13 A 


s 


fire BUppoit ympiro 


IT 


1 


13A 


s 


B*tl*iiipn fire Buppon IUCO 


SFC/SSO 


1 


13E/F 


S 


Auiatapl frre aup^or-i NCO 


SSQ/SOT 


1 


13E/F 


s 


Driver 


SPA 


2 


NA 


c 


Hed*yo/S.tiFhgflr sactiofi umpire 


SS<j/SOT 


1 


IfrS 


c 


Driver /H ATE LO 


PFC 


1 


NA 


c 


nedeye/Slinqer team urni^ir* 


SSQ/SOT 


1 


16S 


c 


□river/flATELO 


Sft4 


1 


HA 


c 


Sceut piatoon urntpire 


SFC 


1 


11D 


c 


□river/RATELO 


SftA 


T 


NA 


c 


NBC/eparatiani umpire 


SFC/SSG 


1 


S4E 


c 


Drrvar/RATELO 


$P4 


1 


NA 


c 


Coflipany chief umpire 


gPT 


a 


11C/1ZA 


c 


Driver/ ft ATELO 


$P4 


3 


NA 


c 


Company fIST/FO umphre 


SFC/SSG 


3 


13A 


c 


Driver 


SPA 


3 


NA 


c 


AiaJaiani cprepanv umpira 


SFC 


3 


11B/E 


c 


□liver/ R ATE LO 


SPA 


3 


NA 


c 


Adminiftrelive umpira 


CPT/SFC 




41. 42 
TIL 75B 


c 


Loglalical umpire 


CPT/SFC 


1 


92. 34 
76V, V6D 


c 


Driver/ ft ATELO 


SP4 


1 


Na 


c 


Mortnr platoon, umpire 


LT/SFC 


1 


11.12/11C 


c 


Driver /RATELO 


PfC 


1 


NA 


c 


AhTitenk platoon umpira' 


LT/SFC 


1 


11/11H 


c 


Driver /RATELO 


PFC 


1 


NA 


c 



*Fof InfdrtirY bonalivna anhy. 
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TABLE la. DIVISION ARTILLERY UMPIRE TEAM. 



DUTY POSmOM 



FA tontnol /chief umsirv 



Chief umpifB 



i Pfiv^r/BATELO 



Counteriih* if.ifn/ 

□ IVARTV DT FA brig-sde- u^npi-re 






□peretfoni Nca 



Drivel/ R AT ELQ 



Fa iaitalion le*m 



Chiaf urtipJre 

Operation^ ^CO 



Driiiar/HATELO 



J.ance barielicn team 



Chiel umpure 



NCQlC 



Driver/ HAT£LO 



RANK 



aUAMTITV SPECIALTY 



CLEARANCE 



CPT/LT 



SSG/SQT 



SP4 



MAJ/CFT 

SFC 



SP4 



MAJ/CFT 



SFC/ssq 



SP4 




TABLE 19. CAVALRY SQUADRON UMPIRE TEAMS. 



DUTY POSITION 



Chiaf umpire 

AoFalent arjuadrpr' umpire 



Driver/ RATtLO 



FIHC umpire 



Aaiiitarit NBC umpire 



Pri«,r/flATELO 



RANK 



LTC/WAJ 

MAJ/CPT 



SFC/SSG 



SFC/SSG 



QUAiynTY SPECIALTY 



1 1i2A/11B 



12A/ lie 



CLEARANCE 
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TABLE 19. CAVALRY SQUADRON UMPtRE TEAMS {«^ntinugd}. 



pirt fgppgrt U4nplrei 


gpT 


1 


T3A 


s 


AEijstinl' fin euppDrt (.'FTpine 


LT 


1 


13.4 


s 


Firfl NCO 


SFC 


1 


1 lE/F 


s 


Avtinanvlirv lupporl NCQ 


ssa 


1 


1 JE/F 


s 


CttvaF/HATELO 


SP4 


2 


MA 


c 


TroAp FI£T ijmpji'A 


SFC 


$ 


13F 


s 


DTivar/HATELO 


SM 


3 


^JA 


c 


Troop umpira 


CFT 


3 


1±A 


s 


Aisntanl troop umpire 


SFC 


3 


ig /1 1 


B 


Dfivor/HATELO 


SP4 


3 


NA 


c 


Tank CCmpany uinpirv* 


CPT 


1 


12A/11B 


s 


Attittanr innK company umpire* 


LT 


1 


1ZA/11B 


s 


Drivor/HATELO 


SP4 


3 


NA 


c 


Howitzer battery umpirfi* 


CPT 


1 


13A 


s 




$FC 


1 


1 3B 


s 


Drivor/BATELO* 


SP4 


1 


KA 


c 



H|UDctr«n -only. 
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TABLE 20. AIR DEFENSE BATTALION UMPIRE TEAMS. 



DUTY POSITION 


RANK 


QUANTITY 


SPECIALTY 


CLEARANCE 


Chaparral/ Vulc*n bunalwn 


Chi«f umpire 


LTC 


1 


14B 


S 


Atf iftanli chuf mtipirv 


CRT 


2 


14B 


& 


Driver/ HATELO 


SPA 


3 


MA 


S 


Battery umpire 


CPT 


4 


14fi 


S 


Asarataiiil battery umpire 


SFC 


4 


16H 


C 


Drlvar/RATELO 


SP4 


B 


NA 


C 


Pletpon umpire 


LTC/SFC 


12 


14S/1BH 


C 


Driver /RATELO 


5P4 


12 


NA 


C 


HAWK battalion | 




LTC 


1 


14f> 


S 


A-ialataht chief umpiro 


CPT 


2 


140 


s 


Drivar/RATELO 


SM 


2 


NA 


s 


Bettarv unipira 


CPT 


3 


14D 


s 


Aa-Biatent battery umpiro 


SFC 


3 


TED 


s 


Oiivor/BATEL-0 


SP4 




NA 


S 1 


natpqn umpire 


IT/SFC 


$ 


14D/16D 


s 


r>riv4r/ R AT El 0 


SP4 


d 


NA 


c 
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TABLE 21. DIVISION ENGINEER BATTALION UMPIRE TEAM. 



DUTY POSITION RANK 



Pe-r Jivision: 

□ivisiCin errginwr umpire LTC 



Driwfif / H ATELQ SP4 



dlviB.ion engmefir um|iirG MAJ 



Driwer/RATELO &P4 



Op^mlians/JnlHtllignnpn umpire CPT 



Adminisi ration/ log ildei uit^pire CPT 

Dritfcr/RATELO SP4 



t-ViT Lng cnrnpany: 

Cornpjiny iJnipiFV CPT 



Plnloun umpinff IT/gFC 



DrrvBr/RATELO SP4 



Per bridge compAny: 

CompBPiy utTipirt- CPT 



Driyof/RATELO SP4 



P« hsadquaru^rs and haadquariera 

company: 

Company tintpir^e CPT 



Orweit/fiATELQ SP4 



OUANTITV SPECIALTY 



CLEARANCE 





TABLE 22. AVIATION CONTROL AND UMPIRE TEAMS. 



DUTY POSiTiOM 

Chief eompjriy umpire 



Pilot 



OparAliont pftloer 



Drlv*r/HATELO 



PifTpon umpire 



RANK 

MAJ 



WO 



CPT/LT 



SP4/PfC 



CPT/LT 



QUANTITY SPECIALTY 

1 RAted 4wuit*r 



Rated aviator 



Rated aviator 



NA 



Rated awiatot 



Rated aviator 



CLEARANCE 
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TABLE 23. MEDICAL CONTROL AND CASUALTY TEAMS. 



DUTY POSmON 


RAIVK 


QLI ANTITV 


SPECIALTY 


CLEARANCE 


hfledicsl conifol 










umtiire- 


CPT/WO 


1 


&QA/011A 


C 


AisiEl«nt madlcAl umpire 


SFC; 


1 


$1B 


C 


Dn«0r/RATELCI 




1 


MA 


C 


Casualty caittrql i^am 


NCOIC 




t 


31B 


C 


Moulaga technican 


SP4/SGT 


2 


91B 


C 




SP4 


1 


91B 


C 



Brigade Team 

Brigade Chief Umpire. The brigade chief umpires are in charge of all brigade umpire teams in their 
sphere of control. They are the primary link between the ECC, ACC, and the player units. They provide 
liaison with player units and ensure that ACCs and the ECC receive frequent updates on unit locations, 
plans, and intentions. They coordinate with OPEOR brigade umpires and assist in positioning opposing 
battalion umpires. They ensure that timely situation reports (SITREPs) are received and forwarded. 

The brigade chief umpires maintain current locations of player units and monitor player unit plans and 
intentions. They resolve conflicts among player umpires and report them to the division chief umpires, 
when appropriate. The brigade chief umpires also conduct AARs at the ends of exercises. 

Assistant Brigade Chief Umpire. The assistant brigade chief umpires represent the chief umpires in their 
absence and perform other duties that the chief umpires specify. 

Administrative Umpire. The administrative umpires monitor the personnel replacement and casualty 
reporting system. 

Intelligence Umpire. The intelligence umpires monitor the performance of the brigade S2 section, to 
include the brigade intelligence net traffic and actions generated by that traffic. 

PW Umpire. The PW umpires control trained PWs, coordinate their insertion in player channels, and 
monitor the handling, processing, and evacuation of PWs in player channels. They accompany PWs from 
insertion to evacuation to the division PW collection point. They ensure that captured OPEORs are 
repatriated and not processed as PWs. 

Operations umpire. The operations umpires monitor the brigade S3 section, maintain communications 
with the ECC or ACC, and gather and transmit SITREPs from battalion umpires. 
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Logistical Umpire and Assistant. The logistical umpires and assistants monitor all supply expenditures 
and resupply activities. They also monitor equipment loss reports and weapon systems replacement 
operations in the brigade. 

Medical Umpire. The medical umpires coordinate the insertion of medical casualties and monitor the 
casualty evacuation system of player units. 

NBC Umpire. The NBC umpires at brigade level ensure that NBC umpires in maneuver units are 
informed of brigade NBC player operations. They assist the maneuver unit NBC umpires in effecting 
umpire linkup between firing units and targeted units. They also inform the ECC and ACC of brigade 
NBC player operations. 

Maintenance Umpire and Assistant. The maintenance umpires and assistants monitor all maintenance 
activities in the brigade. They ensure that recovery, repair, and replacement follow established 
procedures. They may accompany equipment through the maintenance system to observe player actions. 

Maneuver Battalion Team 

Battalion Chief Umpire. The battalion chief umpires are in charge of all battalion umpires. They are the 
primary communications link between the brigade team and the player units, and they ensure that the 
brigade team and the ACC maneuver section are notified prior to entering or departing ACC areas. The 
chief umpires make sure that the brigade team and the appropriate ACC maneuver section get updates 
whenever the battalion or a subordinate company moves 2 to 3 kilometers or more, changes the direction 
of attack, or withdraws. They make sure that timely SITREPs are transmitted to the ACC. They update 
the ACC frequently on player plans and intentions. They place subordinate company umpires in direct 
contact with their counterparts in the OPEOR. They resolve player-umpire conflicts and report them to 
the brigade chief umpire, as necessary. They conduct informal briefings at the ends of the exercises and 
provide input for the AARs. 

Battalion Assistant Chief Umpire. The battalion assistant umpires take the place of the chief umpires, in 
their absence. They perform any other functions that the chief umpires direct. 

Operations/Intelligence Umpire. The operations/intelligence umpires are the primary contact between 
player unit umpires and the umpire chain of command. As assistants to the battalion assistant 
umpires/evaluators, they establish the umpire maneuver operations center. They maintain the operations 
map with the current locations of battalion and subordinate units. They maintain communication and 
coordination with ACCs and subordinate company/scout platoon/attached unit umpires such as the 
engineer platoon umpire. They consolidate and transmit SITREPs from subordinate unit umpires to the 
ACC, and they transmit required reports to the appropriate ACCs. They provide target information, when 
requested, through the ACC maneuver section to the fire support section, and they receive and relay 
information on opposing forces and obstacles from ACCs to concerned company/scout platoon umpires. 
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NBC Umpire. The NBC umpires are the primary contact for NBC actions and information. They 
coordinate to ensure that ACC and higher and subordinate unit umpires are informed of any NBC 
hazards. The NBC umpires monitor and evaluate NBC protective measures and defensive actions. They 
ensure that the battalion and subordinate and attached units respond to NBC attacks. They assist and 
advise the operations/intelligence umpire on NBC matters, and they assess NBC casualties. 

Logistics Umpire. The logistics umpires monitor the battalion logistics activities. They also monitor the 
equipment loss reports and weapon system replacement operations. 

Company Umpire. Normally, company umpires go with the company commanders. They ensure that 
team members are properly positioned to observe player activities. They communicate or meet directly 
with the opposing force unit umpires to exchange information, adjust engagements, assess all battle 
losses, and determine the outcome of engagements. They report the plans and intentions of player unit 
commanders, as well as changes in unit location of more than 2 to 3 kilometers, to the battalion umpire 
teams. They also report all obstacles that player units emplace, execute, or breach to the battalion umpire 
team. The company umpires emphasize safety and report any violations directly to the unit or through 
umpire channels. They conduct informal briefings at the end of the exercise and report maneuver damage 
that exceeds the allowable maximum. 

Scout Platoon Umpire. The scout platoon umpires monitor the activities of the scout platoon. They 
ensure that information regarding opposing force sightings and imminent contact is relayed to the 
company umpire. They must clear with the battalion chief umpire/operations officer before directing the 
platoon's withdrawal when it is reduced to one-third TOE strength. 

Battalion Fire Support Umpire. The battalion fire support umpires assess the effects of hostile weapons. 
They monitor the FSO's fire planning and coordination. 

Company Fire Support Umpire. The company fire support umpires assess the effects of incoming 
hostile fire. They monitor FIST/FO fire planning and coordination, positioning, and calls for fire. They 
forward fire planning and other appropriate information through umpire channels to the battalion 
umpires. They mark indirect fires within their sectors. 

Mortar Platoon Umpire. The mortar platoon umpires monitor platoon planning, coordination, calls for 
fire, positioning, and interface with the scheme of maneuver. 

Administrative Umpire. The administrative umpires have the same duties as the administrative umpires 
for the brigade team. 

Redeye/Stinger Umpire. The Redeye/Stinger umpires monitor the tactical employment of Redeyes and 
Stingers. 

Antitank Platoon Umpire. For infantry battalions only, these umpires function like the company 
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maneuver umpires but have specific responsibility for the antitank platoon. 

Division Artillery Team 

Chief Artillery Umpire. The chief artillery umpire is in charge of all field artillery umpires in the 
exercise sector. He is are responsible for the training, supervision, placement, and welfare of umpires. 
The chief umpire arbitrates conflicts; serves as contact between players and umpires, as required; and 
ensures that all umpires adhere to established procedures in performing their duties. 

Division Artillery Umpire. The division artillery umpire team locates near the division artillery TOC. 

The division artillery umpires monitor all counterfire missions, serve as umpires for the division artillery, 
and evaluate the operations of the division artillery units. 

FA Battalion Team. The FA battalion team collocates with the player FDC operations center. The team 
monitors all counterfire and indirect fire missions, as required. 

Lance Battalion Team. The Lance battalion team collocates with the player unit and monitors all 
missions. 



Calvary Squadron Team 

The squadron umpire team has the same responsibilities as the maneuver battalion team. The howitzer 
battery team has the same responsibilities as the field artillery team. Intelligence and 
administrative/logistics umpires may be added as appropriate. 

Air Defense Battalion Team 

Battalion Umpire. The battalion umpires activities, keep abreast of unit intentions, maintain the status 
and location of all units assess battle losses and casualties, and report and report to the ACC, as 
appropriate. The battalion umpires are the relay points for information provided the player unit by the 
ACC, especially obstacle information. They monitor both tactical play and movement of the battalion 
headquarters and headquarters battery. They assess battle loss and engagements, as required. 

Battery Umpire. The battery umpires receive and act upon messages from the battalion and platoon 
umpires. They monitor unit current status to the battalion, umpires, as required. The battery umpires also 
submit obstacle reports to battalion umpires. 

Platoon Umpire. The platoon umpires monitor player movement, tactics and engagements; and they 
report to the battery umpires, as required. They assess battle losses and casualties and report obstacles to 
battery umpires. The platoon umpires provide aviation umpires with air defense locations and operational 
status, as required. 
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Division Engineer Battaiion Umpire Team 

Division Engineer Umpire. The division engineer umpires monitor operations of the division engineer 
battalion headquarters and the division engineer section. They monitor all engineer obstacle information 
and ensure that reports on engineer obstacles are transmitted to the ACC. 

Engineer Company Umpire. The engineer company umpires validate operations of the engineer 
company to include obstacle emplacement, execution, breaching, and bridging operations. They monitor 
Class V obstacle materiel management. They ensure that obstacles are marked and reported and that 
obstacle guards are properly placed. 

Engineer Bridge Company Umpire. The engineer bridge company umpires validate the operations of an 
engineer company equipped with mobile assault bridge (MAB), ribbon, and panel bridging. They ensure 
that river-crossing operations are conducted in a realistic manner and verify bridge construction estimates 
during bridging operations with the ACC. 

Aviation Control Team 

Attack Helicopter Company Controller. The attack helicopter company controllers are in charge of the 
company umpire teams. They keep the ACC informed of company and forward arming and refueling 
point (FARP) locations, receive engagement reports from platoon umpires, and monitor current company 
strength. They ensure that assessed aircraft are removed from operation for the prescribed time period, 
and they monitor selected ammunition expenditures and resupply, to include FARP interdiction. The 
company controllers mark and assess incoming fire missions upon receipt of reports or retransmit reports 
to subordinate umpires in the vicinity of the impact grid for their assessment. 

Platoon Umpire. The platoon umpires fly with and observe the deployment of the player-accompanied 
platoon. They assess losses from ground fire and ADA weapons, contact ground unit umpires through the 
ACC, provide a subjective loss evaluation of both air and ground elements, and submit engagement 
reports to the company umpire. 



Medical Control and Casualty Teams 

Medical control and casualty teams record and tag simulated casualties that medical umpires have 
designated for evacuation through medical channels. They will collocate with the specific evacuation 
companies that provide a simulated combat support hospital in the division support area. 
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APPENDIX E 

Controllers, Umpires, and Evaluators 

BASIC FUNCTIONS 

Through the controllers, exercise directors monitor the play to ensure that the training objectives are 
accomplished. Controllers keep the play within the limits prescribed by the scenario. By arbitrating 
engagements and assessing losses, umpires help player units get the maximum training benefits. 
Evaluating is separate and distinct from both controlling and umpiring. Evaluators determine proficiency, 
based on the training objectives in soldiers manuals and ARTEPs, by observing player activities. 

PREPARATION 

At all echelons of command the controllers, umpires, and evaluators who monitor exercise play must be 
knowledgeable in the performance of assigned duties. They must know the schedule of events that 
support the training objectives. Controllers, umpires, and evaluators receive formal training after the LOI 
is published and prior to STARTEX. The chief umpire, chief controller, chief evaluator, and their 
respective staffs conduct training sessions together or separately. 

Generally, preparation begins with team leaders' conferences. The chief controllers, umpires, and 
evaluators conduct conferences with their player counterparts at each echelon to acquaint them with the 
exercise scenario and background information; the missions, concepts, policies, and procedures for 
controllers, umpires, and evaluators; the organization, duties, and responsibilities for controllers, 
umpires, and evaluators; and the schedules for controllers and umpires. Preparation includes further 
schooling for controllers, umpires, and evaluators. Conducted either concurrently or separately, these 
schools familiarize personnel with— 

• Duties, responsibilities, and procedures. 

• The exercise scenario and background information. 

• Administrative and logistics procedures. 

• The exercise area, rules, and safety requirements. 
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• Medical procedures. 

• Environmental protection. 

• Procedures during player tactical movement. 

• Procedures for umpiring obstacle encounters. 

• Direct and indirect fire assessment. 

• Procedures for controlling ADA, tactical air, and Army aviation. 

• NBC operations. 

• Preparation of reports. 

• Procedures for multiechelon AARs. 

Preparation also includes reconnaissance, coordination, and communications. Prior to STARTEX, 
controller, umpire, and evaluator teams and supporting personnel should reconnoiter the exercise area 
and test the communications equipment. 

Evaluators should be selected with care and must be thoroughly knowledgeable in the specific tasks to be 
evaluated. The senior evaluator will instruct evaluator personnel on evaluation objectives and be 
responsible for their training. The senior evaluator will also develop the evaluator manning table in 
conjunction with the chief controller, taking care to ensure that evaluators are properly selected and 
assigned to positions they are qualified to evaluate. Evaluators must also be knowledgeable concerning— 

• Player units' TOE and TDAs. 

• The personnel status of the player units. 

• The training of the player units to date. 

• The equipment status of the player units. 

• Player units' SOPs. 

Evaluators are responsible for positioning themselves where they can observe as many activities as 
possible. However, because it is physically impossible to observe all activities during an exercise, they 
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must make sound judgments to determine which ones are more important. This does not relieve the 
evaluator of the responsibility to evaluate the other activities. To do that, evaluators must rely on the 
reports received from other means, including— 

• Radio traffic. 

• Pointed questions of other evaluators. 

• Message traffic. 

• Directed discussions with commanders and staff. 

Evaluators may also assist unit commanders who desire help in meeting training objectives. Acting as 
trainers during the exercise, they can show soldiers and leaders better ways to perform tasks or correct 
poor performance, if required. 



PARTICULAR FUNCTIONS 

Control personnel must be able to monitor and assess various kinds of exercise play: direct fire, indirect 
fire, ADA, Army aviation, tactical air support, and engineer. 

DIRECT FIRE PLAY 

If the exercises use MILES, umpires must be familiar with assessment procedures from TC 25-6 . If 
simulation is used, umpires will assess casualties using the tables in Appendix E for evaluating small 
arms engagements. 



INDIRECT FIRE PLAY 
Control 

Indirect fire control procedures require effective radio communications among opposing unit umpires 
and fire direction centers. Eire support controllers must be aggressive in establishing and maintaining 
communications. They must be accurate and prompt in informing each other of changes in locations, 
maneuver control measures, fire support coordination measures, and frontline traces. 

Dedicated fire support umpires are assigned to each echelon from maneuver company headquarters to 
brigade head-quarters, including EA units. The composition of umpire teams for EA units depends upon 
unit missions and exercise objectives. Terrain and local situations may dictate modifications to any 
manning table. Only the planners at local levels can determine modifications. Appendix D of this manual 
provides guidance and sample manning tables for control organizations. Umpires accompanying other 
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forces must mark and assess indirect fires on their units' installations, as required. 

Because no OPFOR live fire occurs during field exercises, targets that would normally be located by 
counterfire radar, sound and flash ranging, and crater analysis cannot be developed. The targeting 
assistance provided by CEWI units is also difficult to portray in exercises. Controllers or umpires can 
provide necessary information for exercising target intelligence systems to provide battle staff, 
survivability, and systems training. For example, the umpire of the targeted unit can receive the gun- 
target (GT) direction in each indirect fire mission report from the FDC umpire. If the targeted unit 
players can, in a practical manner, demonstrate to the controller that they know how to perform crater 
analysis correctly and have the equipment to do it, the controller will provide the hostile GT direction to 
the player unit. The player unit must then get this information through correct channels to the counterfire 
center at player division artillery. The fire support section of each ACC where indirect fire systems are 
positioned will notify the FCC fire support section of the identity and grid locations of OPFOR targets 
according to the schedule in Table 24 . 



TABLE 24. OPFOR INDIRECT FIRE TARGET ACQUiiBITIQN RATES. 



UNIT 


NUMBER REPORTED 
TO EACH FORCE 


Mortar plAtooit 


1 each ihour 


Multiple racket launcher hattery 


1 each hour 


FA howitzer batt«v 


1 each 2 hour« 


FA gun battery 


1 each 3 hours 


FA battalion commanti post 


1 each 4 hours 


Mlulk/rockat battery 


1 each 'S hours 



Another way to create target intelligence is to have the ECC for the support section consolidate opposing 
force locations and, according to percentages specified in Table 34 , relay a portion of them via telephone 
to division G2/G3 controllers. The G2/G3 controllers place the locations in the player division all- source 
intelligence center (ASIC). The ECC fire support element relays the remaining firing unit locations to 
each OPFOR DIVARTY controller by the fastest and most secure means available. In order to simulate 
radar acquisitions, the DIVARTY controller sends relay locations to the FA battalion umpire, who will 
provide them to the player radar section located in the area. The player division artillery is responsible 
for providing the communications link from the FA battalion umpire to the radar section. To simulate 
radar detection error, the ECC alters FA unit locations by no more than a 300-meter radial error. 

As constraints permit, umpires can use pyrotechnics, munitions, or other aids to add realism. Upon 
notification of the mission, the umpire with the targeted unit can use an artillery simulator. A smoke 
grenade can simulate chemical or smoke munitions. 
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Assessment 

For exercises such as CPXs that have no actual OPFOR, umpires assess field artillery and mortar effects, 
damage, and casualties using the appropriate tables from Appendix F . For exercises such as FTXs that 
use an actual OPFOR, umpires with player and OPFOR units should determine the effects of fires and 
assess damage and losses using the appropriate tables from Appendix F . For example, when an observer 
locates a target and calls for fire, the unit umpire gets the fire request information. The FDC umpire 
informs the company umpire of the impact location, shell, fuze, number of volleys, and observer target 
direction, rounded to the nearest 10 mils. This information passes from the friendly to the OPFOR 
umpire, who assesses casualties and damage based on damage tables, accuracy of fire, and subjective 
judgment, as appropriate. The OPFOR controller provides damage and casualty assessment to, the 
friendly controller, who then provides it to the FO. The FO uses the assessment in submitting a 
surveillance report if, in the controller's judgment, the terrain and weather allow observation. If the 
OPFOR unit correctly conducts a crater analysis, the OPFOR controller will provide the unit with a back 
azimuth upon which to base a shell report. If the exercise is so large that it is difficult to identify 
opponents, the umpire should get the call sign for the opposing umpires from the ACC. 

Using Table 33 , umpires assess personnel losses and equipment damage caused by artillery and mortar 
fires. Simulated battle losses of cargo carrying vehicles include the loss of the cargo. The controller 
reduces or stops maneuver and/or delivery of fires, as circumstances require, until the player unit 
simulates resupply of destroyed cargo. In those firing units where weapon systems are assessed, the 
umpire adjusts the total rounds fired per mission based on the number of volleys fired, multiplied by the 
total number of operational tubes remaining. 

In order to place realistic restrictions on the number of fire missions that an indirect fire unit can deliver, 
umpires assigned to mortar and field artillery units must maintain strict and proper ammunition 
accountability, including simulated losses to counterfire as described above. Maximum daily 
expenditures by type of firing unit and ammunition are shown in Table 35 . Unless OPFORs are 
designated and configured as threat units, the maximum authorized expenditures listed for US forces will 
apply to both. When a unit has fired its maximum daily expenditure or lost it through damage 
assessment, the umpire denies the unit permission to tire additional missions until it is resupplied. Table 
35 approximates the ammunition available daily, based on the unit's on-board basic load plus 2 1/2 turn- 
arounds of its organic resupply vehicles. 

AIR DEFENSE ARTILLERY PLAY 
Control 

Control of ADA play occurs at respective fire units and at ADA tactical headquarters. The chief ADA 
controller manages play through control channels. Operating elements of the ADA control organization 
maintain continuous communications and keep records of all key events and observations. 
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Each OPFOR maneuver battalion is credited with the ADA array in Table 43 . It is not necessary to 
simulate that array since all air defense play is based on tables. Threat capabilities to our rear areas are 
also simulated regardless of the actual mix of US or allied weapons on the ground. 

Aircraft are so fast and air defense tracking systems so sophisticated that a fully automated system is 
necessary for system-to-system engagements. In order to generate useful air defense play without ADP, 
control procedures define the flight route, the engagement technique of the aircraft, and the air defense 
array that they fly over. These become the basis for assessments against the aircraft. 

Lacking the capability for system-to-system engagements, ADA training uses simulations. Such 
simulations include actual tracking (radar and manual), simulated firing, and ammunition resupply. 
Reports go through command channels to battalion level where the commanders informed of the number 
of aircraft engaged, the number estimated to be hit, and the volume of ammunition expended. Although 
such reports are not used for assessments against aircraft, they exercise air defense systems and reporting 
channels. An ADA umpire team is assigned to each ADA battalion operations center. The teams monitor 
and report ADA firing unit locations and are notified of suppression fires delivered against the unit. 

Assessment 

When determining losses from ground fire, umpires consider all types of weapons that engage the target, 
including surface-to-air missiles (SAMs), short-range air defense (SHORAD) artillery, and small arms. 
To assess losses from simulated engagements by operational ADA units, umpires deter-mine the validity 
of the engagement. For HAWK units, this occurs in the battery control center (BCC); for Nike Hercules 
units, it occurs in the director station trailer (DST); for SHORAD units and small arms/automatic 
weapons, it occurs at the individual fire unit. Additional details on engagement procedures are found in 
FM 44-4 . 

Umpires determine the volume of fire during the engagement. SAM units record the number of simulated 
missile launches by a single fire unit. Vulcan and 40-millimeter units record the length of time the 
weapons simulate fire. 

ADA and USAF controllers operate in the ECC or the TOC. They maintain a situation map indicating 
current locations and status of air defense assets. They receive aircraft flight data from the air support 
operations center (ASOC) and determine aircraft attrition. 

ADA controllers plot the anticipated aircraft flight route over the opposing ADA array. Based on the 
number and type of opposing ADA units, they use Tables 37 , 38 , and ^ to determine attrition. They 
enter the figures on the line corresponding to the opposing ADA array and the column corresponding to 
the number of aircraft flown. The intersection of that row and column indicates the number of aircraft 
destroyed. 
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USAF controllers receive the ADA losses and determine additional losses caused by opposing 
interceptors. They then assess these losses based upon guidance from the USAF controller at the ECC. 
The overall attrition agreed upon by the ADA and USAF controllers will be given to the ASOC. 

ADA unit umpires operate at each ADA battalion and battery and at HAWK platoons. ADA unit umpires 
determine the success of individual aircraft engagements based on the system kill probabilities shown in 
Table 30 and the random number table at Table 45 . Chaparral/ Vulean (C/V), 40-millimeter, and Rapier 
engagements will be assessed at the battery operations center when the report is reeeived from the 
platoon. HAWK engagements will be assessed at battery level. ADA unit umpires pass air defense 
locations and HAWK operational status reports to the ACC. Company or battery umpires assess Redeye 
engagements using Table 41 . They assess small arms engagements using Table 42 . 

When ADA units are targeted by FA units, the HAWK battalion controller or the C/V or Rapier battery 
eontroller will be contacted by the ACC. The ACC fire support seetion relays FA mission reports from 
the suppressing FA unit umpires. HAWK battalion umpires or C/V or Rapier battery umpires determine 
if any player elements were at the specified grids when the missions were fired. If no element was at the 
grid, no further action is required. For successful suppression missions, ADA umpires refer to Table 32 
to determine personnel and vehicle casualties. They pass casualty figures to their player counterparts by 
face-to-face contaet. 

When ADA units are targeted by air assets, aerial umpires contact HAWK battalion umpires over the 
player battalion operations net and the C/V or Rapier battery umpires over the battalion controller net. 
The aerial umpires determine vehicle and personnel casualties. They pass the casualty figures to ADA 
umpires using the procedures outlined below. The ADA umpires pass casualty figures to their player 
counterparts face-to-face. 

To use a random number table (see Table 44) , controllers enter it at any starting point— for example, row 
12, column 2. The number encountered is 15. They take additional random numbers in order from this 
starting point in any direction. When they reach the end of a row or column without having the required 
amount of random numbers, they proceed to the next row or column until they get the desired quantity of 
random numbers. The number 00 in the table means 100, not zero. Thus, if a system or event has 0.64 
probability of success, it will succeed 64 times out of 100. When umpires use the random number table to 
assess the system, the event occurs for any number between 01 and 64 and fails for any number between 
65 and 00. 

To assess an engagement with a flight of four high-performanee threat aircraft attacking at 2,000 feet and 
using electronic counter-measures (ECM), an umpire eonsiders the flight route. En route to the target, the 
aircraft fly through three overlapping HAWK defenses and a Vulcan platoon that surrounds the target. 
The umpire enters the aircraft attrition table for high-performanee aireraft with ECM (Table 37) for an 
array of three HAWK platoons and one Vulcan platoon. In a flight of four aircraft, three are destroyed. 
The one surviving aircraft flies through two HAWK defenses exiting the target. The umpire reenters the 
table for an array of two HAWK platoons. Eor a flight of one aireraft, none was destroyed. The umpire 
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reports that three aircraft were destroyed before reaching the target. 

To assess an engagement of a Chaparral platoon firing three missiles at a flight of high-performance 
aircraft, an umpire uses the appropriate table. Table 40 shows the kill probability of Chaparral against 
high-performance aircraft as 0.16. The umpire enters the random number table (Table 44) at row 15, 
column 16, and reads down. The first three numbers encountered are 54, 08, and 64. The umpire 
determines that one missile was successful (08 versus 16) and reports that fact to the player battery TOC. 



TABLE 25. ASSUMED AIR DEFEIVSE CAPABIUTfES. 







HORIZONTAL RANQE {KM|i 


EFFECTIVE ALTITUDE [KM| 


Nike Hercules 




130.0 


30.0 


HAWK 




40.0 


15.0 


Vulcan 




1.2 


1.0 


Cha^rral 




5 0 


4 0 


Hadeye 




3 0 


4.0 


Small AnriB 




.3 


— 



classiffed infcirmaticin appaars in FM 44-1 A and FM 44-1 B. 



For additional details on air defense operations, exercise planners and umpires should consult FM 44-1 , 
FM 44-3 , FM 44-23 , FM 44-90 , and FM 44-95 . 

ARMY AVIATION PLAY 

Control 

Army aviation control computes losses for both aviation and OPFOR units during engagements and 
insertions. Engagements are confrontations between an attack helicopter (AH) section, platoon, or 
company and an OPFOR unit for a 5-minute period. Insertions are troops or equipment delivered into 
landing zones by assault or combat support aviation companies. Engagement outcomes are based on 
attack positions, exposure times, and OPEOR air defense assets. 

Assessment 

Eor engagements between AH-1 attack helicopters with TOWs against an OPEOR ADA array, an umpire 
is assigned to each AH platoon. A rated pilot rides in the front seat of the OH-58 or in the back seat of 
the player platoon OH-58 which accompanies the AH platoon. The pilot must have access to EM 
communications . 
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To assess engagements with AHs, OPFOR umpires monitor the number of engagements their ADA units 
accumulate against helicopter elements, keeping cumulative figures throughout the exercise. OPFOR 
company umpires coordinate with the OPFOR battalion umpire to determine what ADA assets, in 
addition to organic or attached systems, are available to the company. With these cumulative figures and 
knowledge of available ADA assets, OPFOR umpires consult the helicopter-ADA assessment card 
(Table 26) . They determine the line number by indexing available ADA assets on the left of the card. 
They determine column number by adding 1 to the total number of prior engagements that have 
accumulated against the unit. They then transmit the line and column number to the airborne umpire. 



TABLE 26. ADA HELICOPTER ASSESSMENT CARD. 

HEUCOPTER 

CUMULATIVE EAJGAGEMENTS (IMSERTIONS] 



Line 


ADA AssetE 


1 


z 


3 


4 


5 


e 


7 


a 


9 


10 


1 


Redeye |&lowi3ii9«] 


0 


0 


0 


0 


1 


0 


0 


0 


EJ 


Q 


2 


Viiken 1 allied gun pFalnon) 


0 


0 


0 


0 


T 


o 


G 


0 


0 


0 




C haparral/ Rapier 


0 


0 


1 


0 


0 


0 


0 


1 


G 


0 


4 


GepAardIt 


0 


1 


0 


0 


1 


0 


0 


0 


1 


0 


5 


Lirie 4 and or 3 


t> 


1 


0 


1 


0 


0 


1 


0 


1 


0 


e 


Line 3 and f or 2 


0 


1 


0 


0 


1 


0 


0 


0 


1 


D 


7 


Lina 1 and Z 


0 


0 


1 


0 


0 


0 


0 


1 


0 


0 




OPFOR ADA 


1 


0 


1 


0 


1 


1 


0 


1 


0 


1 



Helicopter losses are the total losses for an engagement (5-minute period). OPFOR controllers use line 8 
for any ADA assets when OPFOR tactics and organizations are used. Controllers use this card when the 
OPFOR ground unit is attacked by helicopters or when an OPFOR ground unit occupies the landing zone 
used for an insertion. OPFOR ground unit controllers keep track of the cumulative number of insertions 
and engagements that have been conducted against their units. For example, four engagements (20 
minutes total time) have been conducted against an OPFOR ground unit since the start of the exercise. 
When the helicopter controller again makes contact with the OPFOR controller, the OPFOR controller 
sends the helicopter controller line 8, column 5, because this engagement is the fifth conducted against 
the unit. The helicopter controller consults the ADA-helicopter assessment card and follows line 8 across 
to column 5 and finds the number 1 under column 5. This means that one helicopter is lost during the 
first 5 minutes. If the engagement lasts longer than 5 minutes, the helicopter controller uses line 8, 
column 6. The number 1 under column 6 means that another helicopter is assessed during the second 5- 
minute period. The helicopter controller keeps going across the line for each additional 5-minute period. 
After reaching column 10, he returns to column 1. 

When air assault, air cavalry, or attack helicopter missions overfly OPFOR territory, the inbound and 
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outbound flights are subject to casualty assessments. Helicopter unit umpires should establish 
communications with OPFOR umpires along the intended flight routes. Doing so determines losses 
inflicted on the way in and out of the mission objective areas before the missions are actually flown. 

Once the assessment process has been coordinated and computed by aviation and OPFOR umpires, 
helicopter units are allowed to perform the mission. Helicopter unit umpires will direct their units to 
divert the losses back to their home bases, to a FARP site, or in the case of an air assault, to the 
predesignated casualty holding area. 

Aviation umpires should consider air-to-air engagements both in planning and controlling field exercises. 
Because Army aviation performs a wide range of missions with a wide variety of helicopters, 
standardized assessments are very difficult. Range, weapons, and targets control air-to-air and 
antihelicopter engagements. For example, rapid fire Gatling weapons are extremely effective at ranges 
less than 1,000 meters, but their effectiveness decreases significantly as the range increases. At 1,000 
meters or less, machine guns or Gatling guns are effective. At 1,000 to 1,800 meters, folding fin aerial 
rockets or air-to-air missiles are effective. At distances greater than 1,000 meters, antitank guided 
missiles (ATGMs) or air-to-air missiles are effective. 

In addition to the weapon systems and how they relate to range, planners must consider other factors. 
Gatling guns have a high volume of fire and create devastating effects on point targets at ranges under 
1,000 meters. They require little time to lay on targets but must hit targets directly to be effective. 
Rockets require relatively little time to lay on targets. However, firing aircraft must aim at the targets, 
which requires maneuvering time. The greatest advantage of rockets is their effectiveness without 
making a direct hit. Although ATGMs are long-range and accurate weapons, they require targets that are 
stationary or moving very slowly. They are relatively ineffective against air-to-air targets including other 
helicopters. Air-to-air missiles are effective from 500 meters to their individual maximum effective 
ranges. Aircraft must be maneuvered to aim the weapon. 

Target presentation is the third factor to be considered in an anti-helicopter confrontation. Does the target 
helicopter present its flank or front? Is it hovering, flying nap-of-the-earth (NOE), masked, flying 
contour, or attacking? Optimum hit and kill probability may occur when the target helicopter presents its 
flank and is engaged as a point target at a range of less than 1,000 meters. As the presentation becomes 
frontal and the range increases, the hit/kill probability decreases proportionally. Given all the possible 
factors, the professional judgment of qualified control personnel must still remain primary in assessing 
results. 



TACTICAL AIR SUPPORT PLAY 
Control 

For tactical air support during exercises, the ECC should be manned by sufficient Air Eorce TACP 
personnel and equipment to maintain 24-hour duty and the Air Eorce control net. Normally, Air Eorce 
controller functions are performed by the ALO attached to the Army HQ that is given the mission to 
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establish control for the exercise. Each active ACC should be manned by sufficient TACP personnel to 
maintain and operate the Air Force control net as directed by the chief controller, and to receive/record 
BDA reports for airstrikes conducted within the ACC's area of responsibility. On joint training exercises, 
the appropriate Air Force headquarters will designate a chief controller for the exercise. 

The Army controller organization should man the ASOC with sufficient ADA controller personnel and 
equipment to maintain 24-hour duty and communications with the ECC. If the ASOC is not deployed to 
the exercise area, ADA controllers must establish communications to the ASOC or to the Air Force 
organization fulfilling the ASOC mission for the exercise. 

Assessment 

For all Air Force tactical air support sorties entering the exercise area airspace (close air support, 
battlefield air interdiction, reconnaissance), the ADA controller computes attrition from ground-based 
ADA. The ASOC advises the ADA controller of missions, times over targets (TOTs), target coordinates 
or initial contact points based on NATO procedures, and numbers of aircraft involved. Using the attrition 
reports, the ASOC advises the ADA controller of the number of sorties remaining. 

Close Air Support. Forward air controllers are also players. They control specific missions and supply 
BDA for them using mutually agreed upon tables provided for the exercise. They also introduce BDAs 
into controller channels and transmit them via controller communications to targeted unit umpires. 

The ASOC notifies FACs of the number of aircraft for which BDA will be made. For example, the 
message Four aircraft; score three shows that ADA killed one aircraft. BDA reports only three aircraft 
are scored. All other ASOC transmissions to and from the FACs are standardized. 

After each mission, the FACs make the BDAs using mutually agreed upon tables and deliver the 
standard reports. In addition, the FACs contact the ACC responsible for the area of the target coordinates 
and pass on messages indicating the mission number, TOT, target coordinates, BDA, and number of 
aircraft in the area. The ACCs log these mission reports. 

Battlefield Air Interdiction. The ASOC notifies the Air Force controller in the ECC of all ground attack 
missions that will not be observed or for which a BDA by a FAC will not be made. The ASOC will 
provide mission number, actual TOT, target coordinates, type of attack (visual, radar, air support radar 
team), target description, type/number of aircraft to score, and ordnance. The Air Force controller will 
determine what unit may have been at the coordinates at the time of the strike and initiate assessment 
procedures. 

Reconnaissance. The ADA controller at the ASOC will notify the ECC if a reconnaissance mission was 
unsuccessful due to OPFOR action. The G2/S2 air controller will prevent the appropriate reconnaissance 
mission reports from being used by player units. 
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For tactical air reconnaissance missions, the ASOC notifies the supported unit TACP of how many 
aircraft were lost before they reconnoitered the approved targets. The TACP then notifies the designated 
or sup-ported unit umpire, as well as the appropriate staff member of the supported unit. Unit umpires 
should provide an appropriate intelligence readout given the flight path of the reconnaissance flight. 

Air Transport. For tactical air transport missions, the ASOC notifies the supported unit TACP of how 
many air-craft were lost before they got to the drop or landing zones. The TACP then notifies the 
designated supported unit controller, as well as the appropriate staff member of the supported unit. 

ENGINEER PLAY 

Control 

The planning sequence for engineer play in training exercises and for actual combat are identical. 
Exercise objectives determine the scope of engineer operations. The OPLAN published by the higher 
headquarters con-ducting the exercise provides subordinate commanders with EEI necessary to carry out 
the mission. 

The engineer staff officer assigned to the exercise planning staff writes the engineer annex to the 
OPLAN. During planning, major engineer elements participating in the exercise work with the engineer 
planner to ensure that operations are adequate. 

Umpires validate all simulated obstacles with obstacle certificates. Upon partial or full completion of a 
simulated obstacle, the umpire assigned to the emplacing unit fills in and signs the certificate and gives it 
to the obstacle guard. Obstacles should be so constructed that encountering units have difficulty in 
breaching or bypassing them. Attrition will be enhanced if an obstacle is covered by fire or if it coincides 
with a direct fire kill zone. The emplacing engineer unit umpire or, in the case of reserve targets, the 
umpire with the maneuver company guarding the obstacle reports completed obstacles to the ACC. 
Demolition obstacles are not effective until execution, including detonation, is reported to the ACC. 

Umpires of units capable of delivering scatterable mines are informed of the mine-field mission by the 
delivering unit. After the emplacement, the maneuver unit umpire submits a report to the ACC, 
completes the obstacle certificate, and marks the obstacle. 

Atomic demolition munitions are used only as obstacles and should be controlled as such. Once an ADM 
squad has deployed, the team umpire should ensure the proper delay for transporting the munitions from 
the special ammunition supply point (SASP) to the target site. The team umpire should also ensure that 
the squad is proficient in ADM procedures before validating the emplacement and detonation. After the 
simulated detonation, the team controller reports the resulting obstacle to the ACC and marks the 
obstacle with appropriate marking material. Appendix E contains information concerning ADM target 
analysis. See Eigures 34 and ^ for an obstacle certificate. Residual radiation casualties from ADM 
obstacles are not normally assessed during combined arms exercises. 
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FIGURE 34. OBSTACLE CERTIFICATE (FRONT), 

OBSTACLE CEHTJFICATE 

[To faa completed bv unit 

1 . Type and nature of obstacle (Enumplsr Bridge demalition, bridge danndgfrd by 

bombs, roed crater, pre^pCffiitmnad wpaports,} 

2 . METHOD USED (Brief dascriptian qf work done. Example: ADM placad flt center of 
abutment: for conventionaJ ajcglosivea, attach a >krtch, indicate location, type end arvtount 
of OKpIdsivea in each charge and include the wiring diagram.} 

3. MATERIAL OR EXPLOSIVE USED (Example: ADM KT; 6 charges. TNT. 300 

pound! each with electric or nsnefactric blasting cap».} 

4. STARTED I Date and hcuF) 

EXECUTED (Date and hourji or DATE AIMD HOUR BOMBED 

5. COMMENT: 
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FIGURE 36. OBSTACLE CEHTIFIQATE fBACK). 

CONTROLLER CERTIFICATE 

1. I HAVE INSPECTED THE OBSTACLE DESCRIBED ABOVE AND FIND THAT IT 
(WILL/ WILL NOT} CREATE AN EFFECTIVE MILITARY OBSTACLE, 

2. DATE AND HOUR EXECUTED: 



UNIT 

OBSTACLE REDUCED AT HR 

DATE 

BY - 

|Unlt|i [Si^nolur? oT G^ntrollvrl 

LEOEMb: 

ADM - stcrfTilc demislitiQ^ munition 
KT - hiloton 



Assessment 

Upon entering an exercise area, the maneuver battalion umpire receives obstacle information from the 
ACC. The maneuver unit empire is responsible for ensuring that the unit takes appropriate action when 
encountering an obstacle. Units encountering obstacles should actually perform all steps of the breach 
possible. For example, when a unit encounters a minefield, the leader must choose the breaching method. 
If mine detectors are used, operators with detectors should actually attempt to locate and neutralize the 
mines. The nature of an obstacle determines the time required to reduce or breach it. This time obtained 
from the breaching requirements specified on the obstacle certificate. Appendix F provides the time 
required for breaching and the casualty assessment criteria for simulated minfields. 

When an obstacle is covered by fire, the encountering unit must suppress or eliminate the source of fire 
and proceed with the breaching requirements specified in the obstacle certificate. Casualties from direct 
or indirect fire will be determined by casualty assessment instructions. 

The exercise control organization provides obstacle guards who have the same authority as other exercise 
controllers. Obstacle guards enforce and ensure active compliance by all participating troops 
encountering the obstacle. 
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APPENDIX F 

Assessment and Computation Tables 

PRINCIPLES 

The tables that follow were developed by the Command and General Staff College for assessing such 
exercise effects as personnel losses and equipment damage and for computing emplacement or 
deployment times. When battle simulations support an exercise, the tables from the simulations should be 
used. Other field manuals and training circulars, such as FM lQl-lQ-1 , contain data and tables that 
should be used, as appropriate, in the assessment procedures. Focally produced tables and procedures 
should be used judiciously. Within any exercise, all participating elements must use the same tables. 

To determine armored vehicle kill probability (AVKP), umpires follow the procedure below . 

STEP 1 

First, opposing umpires determine task organization based only on the part of the unit that is in contact. 
For instance, one armored platoon, two mechanized infantry platoons, and two TOW sections may be 
opposing each other. Each of these elements has a kill potential in the following ranges: 1,000 meters, 
1,000-2,000 meters, and 2,000 meters and beyond. At 500 meters or less, each can also inflict casualties. 
Umpires total the kill potential of all elements for each range, using Table 27 . 
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7 


37 


21 


21 


14 


7 


21 


21 


14 


2! 


22 


IS 


7 


31 


li 


22 


IS 


7 


23 


22 


IS 


30 


23 


IS 


a 


33 


33 


23 


IS 


1 


30 


23 


IS 












LECENC 














*Light SuppnHwon 


- 2 or 1*w«r b«ttoniai. 


Heavy Suppnaiwon 


- more iharv 2 batterioB. 





STEP 2 

Opposing umpires then exchange their accompanied unit AVKP. The totals above , for instance, would be 
exchanged as follows: 

US to OPFOR 8/4/2/35 

OPFOR to US 12/6/3/58 



STEP 3 

The umpires then adjust the AVKP they received for posture, visibility conditions, and the amount of 
indirect fire being used to suppress the opposing forces. They adjust the US to OPFOR 8/4/2/35 AVKP 
for these factors by referring to the OPFOR to US 12/6/3/68 direct fire adjustment table (27) . 

Example 1 

US forces are in defensive/prepared positions (2 to 8 hours). Heavy rain reduces visibility. The US is 
firing light suppression on OPFORs located 1,500 meters from US positions. The AVKP US received 
from OPFOR is 12/6/3/58. By entering the adjustment table at 6 (1,500 meters) and reading across, the 
umpire determines that the posture adjustment is 3. The umpire then enters the visibility table at 3 and 
adjusts for rain. The AVKP is reduced to 2. Finally, the umpire enters the suppression table at 2 and, 
reading across to light suppression, determines an AVKP of 2. Thus, at a range of 1,500 meters, the 
OPFOR has the potential to kill 2 US armored vehicles in each five minutes of contact. 

Example 2 

The OPFOR is attacking 900 meters from US defensive positions. There is no night illumination, and 
heavy suppression is being fired on US positions. The AVKP that OPFOR received from US is 8/4/2/35. 
Entering the table at 8 and reading across, the umpire would determine that there is no target posture 
adjustment. The OPFOR is moving or in open positions; the night illumination adjustment is 4; the heavy 
suppression adjustment is 2. Thus, at a range of 900 meters, the US has the potential to kill 2 OPFOR 
armored vehicles in each five minutes of contact. 
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Example 3 



The US is attacking and has breached a minefield 900 meters from the OPFOR. The US umpire takes the 
AVKP previously received from the OPFOR controller— 8/4/2/35— and makes a special AVKP 
adjustment. Using the AVKP for 900 meters, which is 8, the umpire enters the direct fire adjustment 
table (27) in the Moving or Open column and reads directly across to the Canalized Crossing Obstacle 
column where the AVKP increases to 10. This number reflects the increased vulnerability for crossing an 
obstacle through a narrow breach. Other adjustments are made for visibility and suppression. The 
adjusted AVKP is assessed for each 55-minute period the US is moving through the breached obstacle. 

STEP 4 

From the above calculations, the umpires determine that the OPFOR now has the capability to inflict 2 
armored vehicle losses per 5 minutes of engagement on the US forces and that the US can inflict 2 
armored vehicle losses per 5 minutes of engagement on the OPFOR. 

When more than one unit opposes a single unit, umpires use the cumulative AVKP in assessing losses. 
For example, an umpire may receive AVKPs from two opposing controllers: 



10/7/3/20 
6/5/1/30 

Total 16/12/4/BO 



The umpire then adjusts the cumulative AVKP for target posture, illumination, and suppression. When a 
company is attacked by two opposing companies, the AVKP is divided and forwarded to each opposing 
controller. For example, a company in such a posture has an AVKP of 10/6/4/18. The umpire forwards 
an AVKP of 5/3/2Z9 to each opposing controller. 

DIRECT FIRE TABLES 

To determine the effects of direct fires, umpires use the tables below, as appropriate. 
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TABLE IB. DIH£CT FIRE ENGAGEMENT fAVKP). 

UMIT POTEIVTIAL ARMORED VEHICtE KILLS PER B MINUTES 



RANGE IN METERS 


BD-1.000 


1,000-2,000 


2.00C-3.QOO 


PERSONNEL 


US 


Tank platoon |3 Tanka, lOS^ntm) 


3 


1 


1 


A 


Tank platoon |4 tanks, lOS-mm) 


3 


2 


1 


10 


Tank platoon |S tanka, lOS-ntm) 


4 


2 


1 


12 


Tank platoon |3 tanka. 


1 


3 


1 


b 


Tank platoon |4 tanka, l E2-mm} 


1 


3 


2 


Q 


Tank platoon (5 tanks, 1E2-mm} 


1 


4 


2 


8 


Armorad cavalry platoon 


3 


4 


2 


13 


Scout platoon 


2 


3 


1 


10 


Rif I* platoon ImachaniiodI 


3 


- 




20 


Rifla platoon Ifoot} 


2 




- 


IB 


Combat enginaar platoon 


1 




■> 


10 


Combat angFnaar platoon {CEV} 


2 


- 


- 


10 


TOW aaotion |j TOWij 


1 


2 


1 


3 


AH platoon 


3 


4 


4 


10 


Air cavalry saction {2 AH. 2 OH| 


1 


2 


2 


4 


FA battery f1 SS-mm/Q-incti) 


2 


1 


1 


38 


FA battery nOS-nnim| 


2 


2 


1 


24 


Vulcan ADA platoon 


- 


- 


“ 


12 


OPFOR 


Tank compeny 


1 


B 


2 


18 


Motorized rifle cornpany 


8 


S 


2 


23 


RacoonaiHancB company 


2 


2 


1 


1 1 


Arttrtank company (1(K>-mm) 


Z 


1 


- 


fi 


Antitank company (nnisaila] 


1 


2 


1 


3 


AH pompanv IHInd] 


b 


6 


E 


18 


FA battery 


2 


1 


1 


25 



LEQEND: CEV - comb<il argtnHr OH • Qtiwmlion hdicopbir 

f/otn: Tti« data alrave ib a gulda. Canlrolhrf rAuii adjiwi for tirgal pGituTt, viribHhVi ■nd oupproo- 
don. 1>i*r n<Li«T appiv judgmant to accoLwit fot rBdu«^ iflKiJwaaMt b*caui* Pi combat kiM». 

Ciw k»B par annorad vahicia Mil It 3 partonatl. 

Agoirut udiaalad Or uiarmprvd vahrclH. tha obova InoaB doubte. 

Paroof^ntl cinaltiaB an tha toloil catualdoa ogolntt t ditnmimtd Mtinant. ragapdlaoB cf tolil 
tlapiod timaal ongagamtftt. 

Patanlitl tmvOr vahicb hiHa for a lOB-mm FA btttttr *r* valM against lanka. 

To datarrriiiH portOnnal »iualtiai in a puri infintfv vanut Infairirycombai (itu* 1 >cn. rafitr toTaUai 
30, and 32. 
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TABU 2B. INFANTRY FIRES VERSUS INFANTRY PERSONNEL 


ATTACICING UNIT 




TARGET UNIT 


f Infantry. Statnniryl 


(Infantry, Open or Maving} 




CaaualtiB*/P rababi[itiaa 




PLATOON 


COMPANV 


Mountad platoon 


2/1 -ftS 


2/1-SO 




4/84-100 


4/61 -67 
8/88-83 
8/84-100 


Mountad carniMOiv 


2/1-34 


3/1-34 




4/3E-80 


8/36-86 




8/S1-100 


1 2/89-66 
20/88-100 


DittnOuntwl platoon 


2/1-60 


2/1-34 




4/51-88 


4/36-60 




e/«S-86 


8/S1-68 




8/B4-100 


8/88-100 


DItmountad company 


2/1-60 


10/1-34 




6/51-88 


12/34^60 




lO/aO-flfi 


14/61-88 




12/86-100 


20/6 S-86 
24/86-100 


TARGET 


ADDED CASUALTIES 


Dlunountad platoon {attach I 


11 


Diamountad companv (attack} 


16 


Dalanding platoon 




4 


Dafanding oOmpanv 




9 


NotB- To o6lwn probabilftjH. umpkn Ta^l* 44 and tfiM amar tha taryat UOit OOliann fof eaaual- 

daa. Tha tabla uaumaa light « modarata indfract flm. For haaw (iraa IBattarv 4, BattiltOn L or 


abova}. umpiraa add oaaMaiuaa. a* abotvo abotra 
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TABLE 30. INFANTRY AMBOSH. 

ATTACKING UNIT TARGET UNIT 

jlnfftntry, ( Infantry. 0|»n Or Moving} 

Cfl iuvllies/ Probd b iliiiBi 

PLATOON COMPANY 



2/1 50 2/1-17 

&/&1 55 A/1B-S0 

6/65-100 6/61-68 

10/63^85 

12/ge-ioo 

3/1-17 12/1.17 

6/16-34 t4/1B-64 

a/3S-S0 18/35-50 

10/51-63 21/S1-B7 

12/63-85 26/68-65 

18/86-100 32/86-100 

3/1-17 4/1-17 

4/17 50 6/17-34 

6/G1-67 10/51-67 

10 / 68-100 12 / 66-86 

14/86-100 

4/1. 17 22/1-17 

8/16'GO 25/16-34 

10/51-67 40/34-50 

14/66 85 48/51-67 

24/65-100 66/85-100 



TAfIGET 


ADDED CASUALTIES 


Dismounted platoon {attack] 


11 


Dicmountad company {attack] 


18 


□eferdiop platoon 


4 


Defending company 


9 


fiotBS. This laMa ig tor u*# durinp an iiTibLrih ar Inrtiil siuult phase of airtiorna operation* It 

should ba used until the landing .zone is securad. 

To ohtwn probabi'lities. umpires upa Table 44 and then entar tha target unit column for catikaltiai. 
The table asiumas liphi or moderate indirect firas. For fims IBattarv 4. Battalion 1, or abcw]. 

umpirai add casualtias. as shown ab4v«. 



Meuntfrd platoon 



Mounlad compkny 



DjsmdunTad platoon 



Dismounted company 
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INDIRECT FIRE TABLES 



To determine the effects of indirect fires, umpires apply the tables below, as appropriate. 
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TABLE 32, COWENTIONAL INDfiRECT FIRE DAMAGE ASSESSMENT. 

SECTION A 



Murl^iona affiactl rsdi( l&r vSiiauB fifO W4*pOn svatams using HE snnfnunHiOn. 



4.2'in marlar platoon - 100 nn*i«rt 
120-rnrn mprtor platoon - 100 malara 
lOS-mm hcwrtiar battery - 100 matera 
howitzer batterv - 1B0 m stars 



S-in tiowitf«r baTlery - 17S inetars 
Single Lance [RE] ■ 2S0 melera 
3&-tube 1 10- mm MRL - 300 metara 



SECTION G 

Standardized target arrays in normal battlefield canfigu ratio nt. 



Tank* - 


S vahpdes 


APCs ' 


4 vehpdea 


FA - 


7 SP |155|/S towed weapons 
{10B‘rnm}/5 SP vehicles 
(S-in/17S-nnm| 


Mortars 


fi vehiolef 


TrOOps 


2S individuals 


Mifsile/rccket - 


1 target olemont 


Antitank/ ADA ■ 


4 SP/towed/ground-moimted 
weapons 


Trucks ■ 


S vehiclaa 


Radar ■ 


3 targeted elements 


Heliooptors - 


G aircraft 


Towed/ground-mouriftad ertillery crew - 


4 irKlividuals 



SECTION C 

Number of HE rounds, by caliber, nocatfaty 1* destroy one target otorrtent of the type 
lodiCaled: 

Target Moftars FFefd ArtHJary Rochet/ MissH# 





4.2-in 


120-mnt 


lOS-mm 


ISS-mm 


3-in 


MLRs Lanca 


Arm or /tnaohanized 














Tank 


- 


. 


_ 


120 


40 


To be 


APC 


24 


24 


24 


IB 


1 2 


published 


M6G1 




3S 


3fi 


24 


16 


_ 
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TABLE 32. CONVENTIONAL INDIRECT FIRE DAMAGE ASSESSMENT, 

(fiaction C Ca'Titinue<j| 



Rochat/ 



Tarigat 


Mortara 




Field Anillerv 






Miiiile 




4.2-in 


1 20-mm 


10fi-mm fSS'mm 


8-in 


MLR* 


Leoca 


Antitank/ AD A 
















OroLinff-mountad 
















weapon 


12 


12 


12 




4 


- 




SP weapon 


24 


24 


24 


18 


12 


- 


- 


GrPwrtd-iriDuntHEl 
















weapon crewman 


I 


1 


1 


.7G 


.5 


- 


- 


Mortir/FA 
















To wad weapon 


12 


12 


12 


G 


4 


- 


- 


Towad waapoo 
















crewman 


1 


1 


1 


,76 


,5 


- 


- 


SP weapon 
















(mortiri 


24 


24 


24 


IB 


12 


- 


’ 


SP weapon fFAi 


3« 


3e 




24 


16 


- 


- 


Other ermoted 
















vehicle 


24 


24 


24 


18 


12 


- 


- 


Radar [includjhg 
















AOA3 


IS 


ie 


1« 


12 


8 


- 


1 


Rocket/ miaarle 


SO 


40 


GO 


38 


20 


- 


1 


CP/Treint/FARP* 
















Trucke 


9 


8 


8 


8 


4 


- 


,26 


Armored vehicle* 


24 


24 


24 


18 


12 


- 




Helicoptert 


a 


S 


B 


e 


4 


- 


.26 


Troopa 


1 


1 


1 


,7fl 


,G 


- 


.06 


Diamountad Troop* 
















In open 


1 


1 


1 


.7G 


.E 


- 


*06 


Di/g-in 


4 


4 


4 


3 


2 


- 


,33 



*F« haycoplkti. 

LCQEND; FAB^ - f^iwaid Hinkip and rafuallnB point Mi|L ■ rFiMhipla liynchar SP - pvlf-pnopsilid 

Mita: Tha artHloiy rountFurff mb ■ppllot. Fncdona O.S and if* reundad to Itw naxt hlphof 

rtunnbar; thc» balow O K ara FonndKl U tha naxt Inwar numbar. 
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TA8LE 33. INDIRECT FiRE ENGAGEMENT. 

TARGET POTENTIAL LOSSES INFLiCTED PER BATTEHV VOU.EV* 
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TABLE ^4. COUNTERBATTERY TARGETING. 



Target 


Average Percentage Acquired per Hcwjr 




Mpitar platoon 


fiO 




MRL battariea 


40 




Howitior batteries 


30 




Gurt batteriat 


20 




Misiile/rockat batteries 


10 





TABLE 36. MAXIMUM DAILY INDIRECT FIRE EXPENDITURES. 



Calibar and Unit Ammurnitran Type 



ua 


HE 


Smoke 


WP 


lllumirration 


61 -mm moner platoon 
iNght infantry battalion | 


600 




150 


90 


B1-mir> mortar platoon Cmachanixodi 
infarrtrv battalion) 


600 


. 


200 


100 


4.2-in morter platoon {light 
infantry batteNon] 


450 




100 


SO 


4.2-in rne^tar platoon {macbanizad 
infantry battalion; 


SfiO 


. 


100 


50 


howitiar battalion {towad} 


»,S00 


I.OOO 


1.500 


300 


110-mm MRL battalion {tewed; 


7,500 


3.000 


4.S00 


■- 


120-mm mortar platoon (machenlzed 
infantry battalion) 


600 




150 


7b 


IS 6- mm hdwitzar battalion tlowed) 


4.000 


300 


700 


.. 


1S5-mm howittar battalinn (SP] 


5.000 


400 


1.100 


QOO 


8-In howitzor battalion [SPi 


2.500 


- 




- 


OPFOR 










l20-mm monar battery 


1.400 


’ 


300 


60 


122'mm MRi battalion 


7.500 


- 


- 


- 


12Z-mm howitzer battalion 


S.SOO 


400 


800 


300 


tS2-mm howilzar battalion 


4.000 


200 


400 


160 


a na» .... ■ . . 
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tS2-mfri hQwl1»r bflttaJiQn 


4,000 


200 


400 


1BO 






tSO-mm gun baflalion 


7,600 


~ 


■■ 


- 

















AIR DEFENSE ARTILLERY TABLES 



To determine the effects of ADA, umpires apply the tables below, as appropriate. 



TABLE 36. ADA ENGAGEMENT, 

ADA FIRE UNIT POTENTIAL AIRCRAFT KILLS 



PER ENGAGENIENT 





Rbtarv 

Wing 


High 

PsrfQmianc& 


High 

ParformariQB' 
with ECM 


CDfvtb«t Amu: Comfunid* 


Had»vt{US) 


.10 


.10 


.07 


Hlowpipa {UK) 


.10 


.10 


.07 


Stinger jUS) 


.32 


.40 


,40 


S HO RAD Plateona 


£0-mm Vulqnn {US) 


.10 


.04 


.04 


20-mm SfS30 {FR) 


.oa 


.03 


.03 


30-mm HS&eai |FR] 


,12 


OG 


.06 


40-mm L/70 Sargstnt Vofh gjn |USJ 


,46 


.27 


not Bwailnblti 


40-nim gun jUK) 


.12 


.OS 


.06 


Gtiphardt {GE| 


2a 


.12 


.09 


Rapidr {OKI* 


.20 


.20 


.16 


Rolind IQE/FR)' 


.30 


.72 


.S2 


Chaparral (USr 


,70 


.92 


.56 


Mad-iufn Altituda 
Mluila FIra Unit* 
BkMdhound {UK| 


.SO 


.56 


.30 


HAWK (US) 


.86 


.84 


.60 


PiHtriat (US) 




.32 


,70 



*Pf>t«fitlal mill par iniHile fiwl. 



LEQEND: 

ECn ' BlKtranlc CQvn(srm*iiwi4* SHURAP ■ ■Kortringa tit 

FR - Frwtu UK ^ United Ktngddtn 

Tq uh Idbta. larvim add *11 ^dl and rdutd Otf id Wt Mdulftnumbar to 

d*t«rmln« a*enfl 

tlmpjraiilnuld«dd dllhUlpoDtntialt for ovarf l^jht «l low althud* (Mow 3,000 fWl], Forhiflwrilli- 
tudM. thdvadd kif potontiilt drrir fdr mad^ *ldtMd« mluilfrb*TMd••dl*ij^O*A*^y*>'d*OFW•ndhr 
CBfnbatBrmtQanipaiWHHidSHQn AD plUowwonNInlhotaigatma. Foraumplo. fwrSLL? alicrifft 
iMAticvt ECU •rttir Blui wramot at to aldbidt abov* 3.000 l**l- Th«|^ di«p down ImIow that lawoli to 
attadt tho tacpot. Enmut*. thaYonlaf thofanof two2 HAWKbaftotmtZX .00 = 1 ,2|«nd ArlktaTirflit 
pt«lBot*d brbn*Rdlandplaid0ti|1 X,30> .3|. Dv^iH«kBLtlMau)vlw(ngaJrop«ftfl)^atmadJum aitttuda. 

I BHl hI na ttiB f>n.erf J3<u HAWK batlan. 11 X .Bd=’.Ab. Tntai Iehub incumwl mrm IwoaB iikI I J'l .Z + .3 * .fl ± 
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«RkI( tiH tHQivt. Enreutw, thsyinlartlwfHiot two Z HAWK iMttwwCZK = 1 .2|«ndArlht*1irfl«I 

pt<lK^*d by Cn* pi^Mn H K ,30 > O «klt ih* *unrfwfng f ty at macUum altituda. 

anlarlnolha faaof wh HAWK batlary £1 X . 60 = Total l«a»incurT«d an twoaircnrtil rZ + .3 « .6- 

2.1 ]. Ona ila hMt baripra dallvaring m c«4n*nca: Ha otlw la Ipat an rauta ttonia. 



TA5LE 37, ATTRITION OP HI QH- PER FOR MANGE AIRCRAFT WaTK ECM. 



CHAPARRAL/ 

RAPIER 



AIRCRAFT 



CHAPARRAL/ 

RAPIER 



AIRCRAFT 



HAWK Array Vulcan 1 2: 3 4 HAWK Array Vufenr 



12 3 4 



0 0 
0 O 

0 0 

0 0 

0 0 

0 0 

0 t) 

0 O 

0 0 

a d 

0 0 

0 0 

d 1 

0 1 

O 1 

D 1 

d 0 

d 1 



o 1 

d 1 

d 1 

d 1 

d t 

d 1 

tJ 1 

o 1 

0 1 

0 1 

0 T 

d 1 



0 d 
d d 
d d 
0 D 
d 0 
0 Q 
d 1 



2 2 
2 2 
2 2 
2 2 
2 2 



0 1 
0 1 
0 1 
0 1 
0 1 
0 1 
0 1 
0 1 
0 t 
0 1 
0 1 
0 1 

0 1 

1 1 
t ^ 
1 1 
d 1 
d 1 
d 1 



1 2 
2 2 
2 2 
2 2 



2 2 
2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 
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TABLE m ATTRlTtON OF HIOH-PERFORMANCE AIRCRAFT WITHOUT ECM. 



CHAPARRAL/ 

HAPIER 



AIRCRAFT 



CHAPARRAL/ 

RAPIER 



AIRCRAFT 



HAMK Arrsfy Vulcan 12 3 4 1 HAWK Array Vulcan 



O 0 
0 0 
O O 
t> O 
O 0 
O 0 
Q D 
0 0 
0 0 
D 1 
0 1 
D 1 
0 1 
0 1 
0 1 
0 1 
0 1 
0 1 
0 1 
0 T 
0 1 
0 1 
0 1 
0 1 
0 1 
0 1 



0 0 
a 0 
0 0 
0 0 
0 1 
Q 1 



2 2 
2 2 
Z 2 

z z 

Z 2 
Z 3 
Z 3 
Z 3 
2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 

2 3 



■ 


2 


3 


4 


1 


1 


2 


3 


1 


1 


Z 


3 


1 


1 


Z 


3 


1 




2 


3 


1 


1 


2 


3 


1 


2 


2 


3 


1 


2 


2 


3 


1 


2 


2 


3 


1 


Z 


2 


3 


1 


Z 


2 


3 


1 


Z 


2 


3 


1 


Z 


2 


3 


1 


2 


3 


3 



2 3 3 
2 3 3 
2 3 3 
2 3 4 
2 3 4 
2 3 4 



2 3 
2 3 
2 3 
2 3 



2 3 

2 3 

2 3 4 

2 3 4 

2 3 4 
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TABLE 39. POTENTIAL KILL PR0BAB;LITY (AIR DEFENSE ARRAYJ. 



SVSTEM 

BJowpipH [UKJi 
Radviire I US} 

SUngar fUB} 
atj-rnm Virban |US| 
20^rnni [FR^ 

SO-mm HSS-B31 [FR| 
40-mm gmr |UK] 
G&phardl {(SE} 

Rapiar lUK} 

RoJdnd |GE/fR} 
Chaparral [US| 
BloodhPund 4 UK] 
HAWK [US| 



HIGH PERFORMANCE 
WITHOUT ECM 



HIGH PERFORMANCE 
WITH ECM 



table 40. POTENTIAL KILL PROBABILITY {AIR DEFENSE ENGAGEMENT), 



SYSTEM 



LOW PERFORMANCE HIGH PERFORMANCE 
nOTAftV WING FOtEO WJNG WITHOUT ECM WITH ECM 



Rfidaye [US) 


.10 


.10 


.05 


.06 


20-mm Vuban [US} 


.BO 


.60 


.04 


.04 


Rdpbr {UK} 


.BO 


.60 


.50 


.50 


Chaparral (US) 


.40 


,40 


.16 


.16 


HAWK fUS] 




.50 


.40 


.35 


Srnall arrrt^ 


.06* 


,01 


.01 


01 




^$itlall flfma aflamBt havarJitg rotary wing Siniraft hsv&a .34 hill probability. 
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TABLE 41. REDEYE VERSUS AIRCRAFT, 



ROTARY AND FIKED WING HIGH PERFORMANCE 



N 


N 


N 


N 


M 


N 


N 


N 


N 


IV 


N 


KILL 


N 


N 


N 


N 


N 


IV 


N 


N 


N 


N 


N 


KILL 




N 


N 


KILL 


N 


N 


N 


N 


N 


N 


IVf 


N 


N 


N 


N 


M 



Based on Ihia cvp* of pin;rvft angpged. umpiraf ervtar the corrasponding table Ahd rud one 
^uprp par vnfa04P>B>rt repofted. For each en^aget'nenT, tha^ readonp pucceiviva antryin the tabla. 
Atfe< uiltifl Uie last eitirf^ thay tolhe first entry and begin again. They reporlthe reruhaot each 

ongagement lo the player elemanl. 



TABLE 42 SMALL ARMS VERSUS AIRCRAFT. 



M 


N 


N 


N 


N 


M 


IV 


IV 


IV 


N 


M 


N 


N 


N 


N 


IV 


KILL 


M 


N 


N 


IV 


IV 


N 


JVl 


N 


u 


N 


N 


N 


N 


N 


N 


N 


N 


N 


N 


N 


IV 


N 


KILL 


N 


N 


N 


N 


N 


(V 


W 


N 


N 


N 


N 


N 


KILL 


N 


N 


w 


W 


M 


M 


N 


N 


KILL 


N 


N 


N 


N 


N 


M 


N 


N 


W 


N 


N 


N 


N 


N 


N 


N 


KILL 


N 


N 


N 


rj 


IV 


N 


N 


N 


N 


IV 


N 


N 


N 


N 


N 


KILL 


N 


N 


N 


M 


N 



Mjte: U mpire^ eater thp tirble and ree d one sq uare per en gage mant repcrtvd . Fgr hn vcri ng rottiry wi 
air^:raft. tfwy muat read foursguaret per engijgoment- For each angagenKent. they •'satf aucoeisim; 
entrlaa in the table. rpturningtothefiretantryandbagrnMlrtg again after u^ingthe lastentry. Theyrapett 
the reeults ot each engayeinen.l' tn rhr player oktrrvent. 
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TABLE 43, ADA ENGAGEMENT (OPfOBJ, 



ADA flRC UNIT POTENTIAL AIRCRAFT HILLS PER ENGAQIvrENT 





Rotary Wing 


High- P*rforirtBno 9 


HIg Parformencs 
wrth ECM 


M^noiJVfrr Bitttiton* 


SA^7 








SA-& 


r 






ZSU 23-4 




.60 


.30 


ZSU 67-2 


- 






OvvItFon Rear 


57-mm S-60 


.12 


.07 


.06 


Madium AltitudB 
Mnqile Fk* Uruta 
SA-4 




.40 


,2S 


SA-a 


■ 


.46 


.30 
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TABLE 45. BOMB DAMAGE ASSESSMENT. 



SECTION A PERSONNEL VEHICLES 

Aircraft and Prty Unpro- Armor«l 

Ordnance lected isctad Tank* APC Soft Bridgaa 



G91/F1 04 / 
Buccsnaar/Jagygr 



GP bambf 

Napalm 

Strafing 

CBU 

Rodufta 

BLU-76S 


.10 

.30 

.10 

.OS 

.05 

,10 


.30 

.20 

.20 

.30 

.10 

40 


.05 

0 

0 

.10 

.10 

.25 


,10 
0 
0 
■ IS 
.15 
.30 


.30 

.40 

,35 

,40 

.30 

.46 


.10 

0 

0 

0 

0 

0 


A.10 

OP bWnba 




.ss 


0 


0 


0 


.10 


GBU 


.10 


45 


0 


0 


0 


.60 


Strafing 


.10 


.30 


0 


0 


0 


0 


Rbcikay* 


.SO 


.70 


ISO 


1.50 


2.00 


0 


MavtrIcA 


0 


0 


I.OO 


1 00 


1.50 


.30 


GAU-B 


0 


0 


1.00 


1 00 


1.50 


0 



F4/A7/F-m 



OP 


.10 


.65 


.15 


.20 


.40 


.10 


OBU 


.10 


.45 


.40 


.SO 


.60 


.60 


Strafing 


.OS 


.20 


.10 


,15 


.40 


0 


CBU 


.10 


.45 


.26 


.30 


.46 


0 


Mavaiick 


0 


0 


.45 


.50 


.50 


.30 


Radayb 


.40 


.60 


.45 


.50 


.70 


0 



Mil Bu»n/F-4/ 
ASHT/LOHAN 



OP bomba 

CBU 

Rodkovo 


.16 

.40 

.SO 


.30 

.10 

.50 


.15 

.20 

.30 


.20 

25 

SS 


.40 

.30 

,40 


.10 

0 

0 


OPFOR Air 














OP bomba 


.03 


.45 


.04 


.14 


.35 


,06 


Hochota 


.10 


.10 


.24 


.4B 


.57 


0 


Strafing 


OS 


.10 


0 


0 


.40 


0 


CBU 


,33 


.33 


.32 


.64 


.64 


0 



LEBEND: CBU - du«*f Iwmb lhiH QBU ■ 0uhM bomb writ QP - owrat pwpiwa 



http://www.adtdl.army.mil/cgi-bin/atdl.dll/fm/25-4/Appf.htm (20 of 29) [1/11/2002 2:32:57 PM] 





FM 25-4 Appendix F 



TABLE 45. BOMB DAMAGE ASSESSMENT IcontinuBdg. 



SECTION B 

PROBABILITY TARGETS AT RISK 





1 


2 


3 


4 


6 


10 


16 


20 


26 


30 


40 


60 


.06 


.1 


A 


A 


6 


6 


1 


i 


1 


1 


Z 


Z 


3 


.10 


.1 


0 


0 


0 


1 


1 


2 


2 


3 


3 


4 


6 


,16 


.2 


0 


0 


1 


1 


2 


2 


3 


4 


6 


6 


6 


.20 


.2 


0 


1 


1 


1 


2 


3 


4 


6 


6 


6 


10 


.26 


.3 


1 


t 


1 


1 


3 


4 


6 


6 


8 


10 


13 


.30 


.3 


1 


1 


1 


2 


3 


6 


6 


8 


9 


12 


16 


.36 


A 


1 


1 


1 


2 


4 


S 


7 


9 


11 


14 


18 


.40 


A 


1 


1 


2 


2 


4 


6 


e 


10 


12 


16 


20 


,46 


,6 


1 


1 


2 


2 


6 


7 


9 


11 


14 


16 


23 


,60 


.5 


1 


2 


2 


3 


6 


8 


10 


13 


16 


20 


2E 


.66 


.6 


1 


2 


2 


3 


6 


8 


11 


14 


17 


22 


28 


.60 


.6 


1 


2 


2 


3 


6 


9 


12 


16 


IS 


24 


30 


.65 


.7 


1 


2 


3 


3 


7 


10 


13 


16 


20 


26 


33 


,70 


,7 


1 


2 


3 


4 


7 


11 


14 


IB 


21 


2B 


36 


,76 


.6 


2 


2 


3 


4 


8 


11 


16 


19 


23 


30 


3 B 


,80 


.8 


2 


2 


3 


4 


8 


12 


16 


20 


24 


32 


40 


.86 


.9 


2 


3 


3 


4 


3 


13 


17 


21 


26 


34 


43 


.90 


.9 


2 


3 


4 


6 


9 


14 


18 


23 


27 


36 


46 


.96 


1.0 


2 


3 


4 


6 


10 


14 


19 


24 


29 


38 


48 



NiWX- U>npir*« tnufr A tt prpp«t ^rcnrh in4 ordnane*. Th«y Pud kpqu. anlftring thi 

column wptth thi proper target calagprY, acid Bvlwmina pretMlHljtv. 

Tlwy Ihwfi find th« prebaUNty in Saetlon B. UmplnH rud acfidh to dwttrrmn* numborof timatkjlli 
ur^ar |ha cplunint indidtinB 1h* tvp* and numbtf' cf It dak far aaoli aorlia. Tha^ hntappalata. If 

i*qu»r«d. To uaa Ihia iifala for vahkla kllla. umpiraa aatunti a maaimuin of B targaliatnali pv poni«. 

Umplraa multiply Hia targat kMla by tha ruimbar of aortlaa for tba total bomb damago auaumant 
(BDAf. For bridga dHtruotion. tirgal killi rmiat aquil 1 .0 Or mora. 

Umpiraa aHuma a aingla |uh on tbalwgatino raattach] forail aKcaiit A-1 0. TodatOrroina tho 
BDA agairtai umpiraa uaa iha aoual numljar of paaaai mada and tha ordnanea uaad. Thay 

■aauma tha fint paai will mado with Hoekaya. if ftockaya ii loadad. AN aubaaquanl ipiaa*i wil ba 
mpda With aittiar Mavariok or Gau-S. 

Any fraction of a vafiida appaarkig in tha fmaH cakufatpon wiN ba rapoiTad •• dtarnaga. 



ENGINEER TABLES 

To determine the effects of obstacle emplacement and breaching operations, umpires apply the table 
below, as appropriate. 
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TABLE 46. OBSTACLE EMPLACEMENT. 



OBSTACLE TYPE 

Standard pattern rrinefield 
Slandard psltern ininefiald 
Hew mir'&ffald 
Hfltty Crater 
Ml SO crater 

Abatit 

Tank ditch (100m long] 



DENSJTV/ 
AREA COVEHACE 

1-1-1 (100m JL SOmf 
1-4S (lOOm X. 60mJ 
1.5-0-0 jlOOm K 35m| 
1^0 foot rOadbfld} 

1 nn K 10m. X 3m 

(20m J< 75m) 



MANPOWER/ 
TIME R£QU(RED 

3 platoon bouri 
8 platoon hauFfe 
1/2 pjatoon hquF 
2 squad bourt 
1/2 squad bdur 
BIVnSO hits 
11/2 platoon bourS 
2 dqqiap hour* 



TRANSPORTATION LOSSES 

REQUIRED PRODJCED 

5T or two 2 1 /2T Two arrnorad vehicloa 

Two drtmounted troop; 

Two 5T or three 2 1/2T Two armored vehicles 

Sjx dismounted troops 
ST or 2 1/2T Two armored vehicles 

ST or 2 1 /2T 1 5 minutes and first uehldo In column 

if crater is covered by fire 
N/A Conwderailon of losses by 

covered fire 

N/A 10 minutes delay and two armored 

vehicles if drtoh is covered by fire 

rtTotC- Row nMnaflelds be l^id in 1/3- hour wHh a mechaniEtSi nrinepiantar or eftiplacsd by one 
Bortra When air delivered. 
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TABLE 4a. DEMOLmOM RE0UIBEMENT5 FOR 
CONVENTIONAL TACTICAL OBSTACLES. 



TARGET 


TNT 


40-La 

CRATERING 

CHARGE 


40-LB 

SHAPED 

CHARGE 


AMMONIUM 

NITRATE 


COMPOUND 

C-4 


Gap in Average 
Reinforced 
CnncfQle Bridge 
to 100 feet 


BOO 










Up to 200 fast 


000 










Up to 300 fwt 


700 










Up to 400 feet 


900 










Road Craters 
2^lane rqed 
{0 rnatert] 

4- 1 ana road 




7 


4 






(21 rneteri] 




10 


12 






Timber Cutting 
1 E^iricli limtHT 


7 








b 


24-ioctl timber 


12 








B 


30-inch timber 


IB 








12 


40’inch timber 


90 








21 


Tank Ditch 












1 00 metart 


720 






1,600 




1 00 inaiam 


1.440 






ShOOO 





tVoir, AM waighlA if a- in piKindi. 
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TABLE 49. PfiiCHAMBER ROAD CRATER EMPLACEMENT GUIDEllhfES. 



Engineer Squ«fi DM 41 Chii'^es Required 

NumtWr of Shafts Hours Haqutrsd [in pounds) 



3 


1 


3.eoo 


4 


1.3 


4.80D 


& 


i.e 


B.OOO 


e 


2.Q 


7.20D 


7 


2.3 


a.400 


8 


2.6 


8.600 



Atores. flhe DM 41 ^hargaw^igh* 50 oouodf and djaplacea 1.2 cubic leal. 
Th« on«wpv v«hiclfl haul time 1o S-ton bunkar k 4£ (Vilnulai. 

Tb« upload time is 1 bour par vehicla. 



TABLE 50. ADM CRATER BREACH WORK RATES. 



Silo 


Equipment 


Dry SeiJ 
(Houral 


Wet Soil 
1 Hours) 


Dry Rock 
[Hours] 


Wo( Rock 
(Hours) 


1.0 KT 


One dpiar 


4 


9 


19 


2.3 




Two dozers 


2 


4.5 


1 


11 




Scraper teem 
{three scrapers, 
cne dozer) 


6.5 


12.7 


2.S 


3 3 


5,0 KT 


Ore dozer 


16.7 


40.6 


10 


15.4 




Two dOzera 


9 3 


20.4 


6 


7.7 




Scraper team 
(three scrapers, 
one dozer) 


26.7 


12.7 


14.3 


22 



LEQEMDi IfT • hilotpri 
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TABLE 5Z, CLASS IV BARRIER HAUL GUJOELINES. 



VEHICLE 


ROLLS OF 
BARBEO WIRE 


ROLLS OF 
CONCERTINA 


loncj U-shaped 
PICKETS W 


5-ton dump 


lOfl 


50 


BOO 


2 1 /2-tan cargo 


100 


50 


800 


1 1 /2-ton trailer 


35 


25 


850 



NBC ASSESSMENT TABLES 



To determine the effects of NBC warfare, umpires apply the tables below, as appropriate. 



TABLE 53. CHEMICAL STRIKE COMPUTATION CHARTS^ 



NON PE RSI STENT CHEMICAL CASUALTIES [GB] 





Masked BiaforP 


Mashed Withitt 


Net MsshiHJ 




Attepk 


15 Seconds 


Withrln 15 Seconda 


D»ra-c1 HrtJ 


0 


10^ 


25 % 


Close: 


0 


5% 


10M 



PERSISTENT CHEMICAL CASUALTIES 



MQPP 4 


M0PP3 


MOPP 2 


MOPP 1 


Ne MOPP 




2 % 


10^ 


12^& 


30% 



iVorns. P«r4iit4ni chemical conHamination leaii lor 24 houra unlau uitit* peHcirm decontami. 
rtalwn. Unite In H^DntpmiDBtedareei iutt«r tO percenl AddiiPMial cpiualtiea par hour unl^«p they 
ere In fid\ rnisgiDn-orpanTDd prfltmtian posture |MOPP) or have writhdru^vn to a ule area. 
Cmtamifiated units in .MOPP4 vwill iuHer 1 0 percent casualtiyi. per hour, atartm^auheiura after 
parniiant attack, unlesf they enohanged chamical proteclive amemtilai before tKair 
garments losa affectrvenasi. 

Afihairiical Ttrika ia eoniideretl a direct hit whan $0 percBut or mote erf the targeted company- 
vta unit la localad within the radius of damage around ground ^erp-. 

A close hit raaulta wh an BO percent or more ol a unit is iocalod i n the dowowin dehemjeal lone 
frprn grc;hund I«0. 
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TABLE 64. NUCLEAR TARGET CATEGORY CODES, 



CATEGORY MEANING OF 

code TYf»E NUMBER TRANSMITTED 



V 


Towed Artillery, mortare. ADA. 
tnull armi, inAct>Prt6 gini. mnaanry 
or concrele brkdgee, dwrKHjntBd 
entitenk wMpana, whevlwf vehi- 
det, and rocketa. 


Radiua within which 30 percent 
an* mOdaratalY dBrnegsd. Wlfbln 
1/2 of thia radJua, tbe equip- 
rlMitt will be aHverely dernegad. 


T 


Supply dump, bnrbad wire: high- 
way, ratlrOAd, and flunt luppliei. 


Radiut within which 30 parcant 
of Ibe luppllei ara savarslv 
darruged. 


P 


Peraonnal in tenka^faxPida*. APCt. 
SP ertillary, ar buildingi. 


Hadiut within which 30 parcant 
ere fanmqdiate oaeueltlea; twanty 
parcant will be ceiualtiei within 
1 hour, 


X 


Peraonnel In th* open. 


Radiui within which 3D pwrcant 
are immediate caeueltiea; twenty 
parcant will ba ciaualtiei within 
1 hour. 


DP 

1 


Deleyed caiuiltiat among peraon- 
nel in tenkt. foKhdat, and APCl 


Of tha paracnnol in the nne 
batwean ring' P and ring DP^ SO 
parcant will ba caeunhin within 
t hourj 20 parcant will caHial^ 
tiaa within 4 houm. 


□X 


Deiavod caiualtlai to expotad 
peraonnel. 


Of tha paraonnal in cha zone 
batwean ring X end ring Dx. SD 
parcant wNI ba caaueltiB* within 
1 hour^ 2D percant: will ba ceeueh 
tiaa within 4 boure. 


T6 


Traa blowdown. 


Radiua wfthirr which SD paroant of 
treea are blown down. 


AC 


Aircraft. 


Radiui within which all aircraft 
era aavaraly da maged j thoaa whhln 
1 /2 of thia radiua ara deatmyad. 
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DELIVERY 

SYSTEM 



TABLE 6S. DAMAGE CIRCLE RADII. 

V T P X DP DX Tfl 

Shqwn in Hurkclfied^ qf Metqrs) 



A {G.& KT| 


2 


4 


7 


ID 


10 


14 


4 


22 


B t1 KT) 


2 


fi 


9 


12 


12 


16 


6 


26 


C (5 KT) 


5 


1C 


12 


la 


16 


20 


10 


66 


D [2 KT| 


4 


7 


10 


t3 


14 


16 


6 


34 


E [5 KT| 


S 


10 


12 


ta 


16 


20 


10 


66 


F |10 KT) 


B 


14 


14 


20 


16 


24 


14 


72 



TABLE 56. SAMPLE NUCLEAR ASSESSMENT REPORTS. 



Nuclear AsHUfiHTnent Eieport. 

a. Da te -time group {DTG} uf UHR^Eifl meat; 

b. Grid coordLualeH a f .strike: 

C. DamaEfe/cBnualtics aftieased: . 

a) WIA: 

{3J KlAt 

( 3 ) Vehiciefl damaged: 

Vehicles destroyad; 



2 . Brigade Nuclear Damage Repurl. 

a. From: (Bde deslgaatJf mi) controller. 

b. Thru: (OPFOR z' US) FSE controller, 
c* To: ArLy Section, contraller TOC. 

d. From; fDTG) lu (DTG) 

{t 2'hoMT remrt as ofOHlKl and liOOn, duE laOOand £400 to the controller group H^). 

e. Total damageaycasualtieB assessed as a result of nuclear flr«H 
during the period indicated above. 

(1) WIA: 

{ 2 ) KIA: 

(3) Vehicles damaged: 

(■4) VehicJcfl destroyed; 
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APPENDIX G 

Postexercise Activities 

AFTER-ACTION REVIEWS 

Whether externally or internally evaluated, all training exercises have AARs. Normally, the formality 
and scope of the AARs increase as the level and scope of the training expand. For example, because 
events occur so frequently and over such distances in a company-level field exercise, no single person 
can observe all the events, especially someone preoccupied with the overall unit mission. AARs pull 
together the separate events. They integrate the experiences and observations of everyone involved in an 
atmosphere that promotes effective learning. To be most effective, AARs should be conducted during the 
exercise at logical break points, as well as at the conclusion. 

AARs are not critiques in the traditional sense. They do not merely judge success or failure. Instead, they 
are professional discussions of training events. Trainers or controllers should not lecture participants on 
what went wrong. Rather they guide discussions to ensure that important lessons are openly discussed, 
preferably by the participants themselves. Soldiers who identify what went right and wrong learn much 
more than when lessons are dictated. For effective AARs— 

• All controllers, umpires, and evaluators must be trained in AAR techniques and prepared to 
conduct AARs with subgroups. The chief controller should debrief all controllers and assistants 
prior to the AARs. 

• Commanders and controllers should not critique or lecture. They guide the discussions by asking 
leading questions. They enter the discussion only to sustain the AAR, to get the discussion back 
on the right track, or to bring out new points. 

• Discussions do not embarrass leaders or soldiers but emphasize the positive. 

• Participants describe what happened in their own terms. 

• The discussions are outlined, prepared, and rehearsed. 

• Thought-provoking questions are prepared to stimulate discussion. 
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• Analyses relate tactical events to subsequent results and training objectives. 

• Alternate courses of action are discussed. 

• Discussions avoid minor events that do not directly relate to the major training objectives. 

• Participants do not excuse inappropriate actions. Instead, they examine why actions were taken 
and what alternatives were available. 

• Terrain models and training aids illustrate events. Participants relate their comments to the model 
and move the markers for units, vehicles, and personnel to show the events. TV tape playbacks of 
key events generate interest and discussions. 

• Every element that participated in the exercise is present at the AAR. 

• Training deficiencies surfaced during the AAR are incorporated into the unit training schedule 
within two to six weeks of the exercise. 

AARs encourage discovery learning. Soldiers learn best when they learn from each other and from their 
leaders. Controllers, umpires, and evaluators are there to guide that learning. In this way, soldiers and 
junior leaders get involved in their own professional development and learn more in the process. 

Controllers, umpires, and evaluators must provide comments to the units with which they work. AARs 
occur during the exercises or as soon after them as practical. During lengthy exercises, they occur at 
predetermined times following significant activities. Controllers, umpires, and evaluators coordinate with 
respective OPFOR and player commanders to determine who will attend. The chief controllers schedule 
ARRs in convenient locations, preferably quiet places protected from adverse weather, where the soldiers 
can feel relatively comfortable. Coffee and soup help create the proper atmosphere. Regardless of the 
echelon conducting the exercise, the maximum number of player personnel should attend an AAR, down 
to and including the first-line NCO leaders and soldiers. Exercises at battalion and above normally 
conduct separate AARs at each echelon. 

AARs cover both the strengths and the weaknesses associated with— 

• Tactics. 

• Combined arms employment. 

• Command and control. 

• Communications. 
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• Survivability. 

• Personnel and logistics support. 

They encourage dialogue among controllers, evaluators, umpires, and player unit personnel so that 
everyone will have the opportunity to discuss the conduct of the exercise. AARs highlight lessons 
learned and alternative solutions. The chief controllers provide agendas for the reviews. The agendas 
then become outlines for the formal after-action reports, which are written concurrently with or 
immediately after the exercise. 



PREPARATION 

In order to conduct AARs, chief controllers must have a complete picture of what happened in the 
exercises. They base the AARs on comments provided by controllers, umpires, evaluators, and OPFORs. 
They must debrief the controllers immediately after ENDEX to determine what happened. They must 
also debrief the OPEORs, which as control elements, are in advantageous positions to observe player 
units. 

If the controllers know something occurred that they could not observe, they should ask a player unit 
member who was involved exactly what happened, but not why or how. The why and how will be 
presented by the player during the AAR. Eigure 36 provides a possible format they could use for making 
detailed observations during exercises. By collecting and recording the data from these working papers, 
chief controllers get the information needed to conduct AARs. After gathering all the information, the 
chief controllers review the exercises to determine the sequence of events and the cause and effect 
relationships for all significant activities. The chief controllers then coordinate the AARs and outline an 
agenda. Table 57 shows a possible agenda for the AAR of a platoon-or company-size maneuver unit in 
an offensive role using TES. 



FIGURE 36. SAMPLE FORMAT FOR OBSERVATIONS. 
DETAILED OBSERVATIONS 

Event number jfrom sdiedul« of ew8ot*)/0PFOR scticn; 

D^ecription: 

Obsflrvotiori tplPV«r sctiorrh 
Commonts/concluBiPriiS: 

RBCDimmen^eti-pna: 

Comments from tho AAR: 
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TABLE 57. SAMPLE AAR AGENDA. 



EVENT WHO 



StatB Iraining objactive 


Cliiel control Iw 


Stata plan, 


OPFOB leader 


OHensive plan 


Unit laedar 


Evenlit before dfrt+ctlnn/contKi 


Unit iMdarB 


Firat datACtion /contact 


Unit umpire 


Rapan at delacticn/contact 


Unit umpire 


RaactianiB to dataction /contact 


Unit laadar/OPFOH leader 


Fragmantary order 


Unit iMdar/OPFOH leader 


Evanta daring angogair>ent 


All 


Rejuittf 


All 


Summary 


Chief controller 



CONDUCT 



Each AAR contains three major steps: 

• A restatement of training objectives. 

• A discussion of all events and how they are related, in order to bring out teaching points. 

• A summary of the AAR and a recommendation for subsequent training to correct weaknesses and 
sustain strengths. 

The chief controller briefly restates the specific training objectives. The AAR normally covers only the 
training objectives that the commander identified prior to the exercise. The chief controller then guides a 
discussion of events and their relationships by— 

• Asking leading questions that emphasize the training objectives. 

• Having the unit members describe what happened in their own words and from their own points 
of view. Key elements of the AAR are the unit commander's visualization of the battle, the 
commander's concept, the actual events, and the reasons why they happened. 

• Bringing out important lessons learned. 

• Relating tactical events to subsequent results. 

• Exploring alternative courses of action that might have been more effective. 
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• Avoiding detailed examination of events not directly related to major training objectives. 

Diagrams or overlays help players visualize what happened during the exercise. For example, the 
assembly area and the objective could be shown first. As the AAR proceeds, routes of advance and 
engagement locations can be shown later as the exercise events are covered. 

The chief controller concludes the AAR with a quick summary. After the summary, the chief controller 
privately discusses individual and unit performance with unit leaders. They discuss weaknesses honestly 
and candidly in order to improve performance. But like the whole AAR, this portion should be positive 
and encourage proud, confident units. Training objectives for subsequent exercises can derive from such 
an analysis. 



ECHELONS 

Most training exercises integrate several systems such as maneuver, fire support, intelligence, engineer, 
and maintenance support. They are intersystem exercises. Others train only one system, regardless of its 
complexity. They are intrasystem exercises. AARs are conducted either consecutively or concurrently at 
each echelon that took part in the exercise. 

For a division FTX, each echelon's AAR discusses items and events relating to the exercise objectives, 
unit OPORD, and TSOP as they affected the unit's mission. CS units also conduct multiechelon AARs 
following exercises or after major phases or events during an exercise. FA, ADA, and combat engineer 
units have special considerations that affect their AARs. CS units normally provide elements, such as 
FIST and fire sup-port sections, that associate and collocate with maneuver units. These personnel should 
attend both the maneuver unit AAR and the parent unit AAR. If one person cannot attend both AARs, a 
representative should attend each one. Commanders of DS units (FA, engineer) should attend the 
maneuver brigade (third-echelon) AAR and may wish to schedule the DS unit AAR later. 

First Echelon 

As soon after ENDEX as possible, the company umpire holds an AAR for the company commander, 
leaders, and soldiers. A maneuver company AAR will discuss— 

• Engagements. 

• Use of terrain. 

• Suppression of enemy weapons. 

• Coordination of fire and maneuver. 
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• Employment of antitank weapons. 

• Employment of other organic and sup-porting weapon systems. 

Eor example, during the ETX, antitank weapons engaged OPEOR units from defensive positions at the 
maximum range of 3,000 meters. The OPEOR dispersed instead of entering a kill zone where Dragons 
could have been employed. The AAR discusses the pros and cons of this event and the tactical 
procedures. It explores what should have happened and what the results might have been. 

During an ETX, elements of CSS units are normally assigned to support maneuver units or areas. After 
ENDEX, members of CSS units attend the first-echelon AAR of the sup-ported maneuver unit. Those in 
forward areas should remain in position and attend the AAR of the maneuver unit being supported. 
Those in rear areas such as field trains should attend the AAR conducted there. 

A first-echelon AAR should also be held at company level for CSS units. Eor example, the maintenance 
company umpire should conduct an AAR for the commander, leaders, and soldiers. This AAR must be 
delayed until all members attending maneuver unit or other AARs can arrive and until evaluator 
observations are compiled. A maintenance company AAR will discuss— 

• The capability to repair equipment as far forward as possible. 

• Provision of spare parts. 

• Optimum use of available spare parts. 

• Communications. 

• Availability of proper tools. 

• Response time to requests for repair. 

• Coordination procedures with supported units. 

• Tactical operations (rear area security) and survival operations. 

It will also discuss how the contact team can get enough information from the unit requesting support so 
that supervisors send the right personnel equipped with the right tools forward to make repairs. 

Second Echelon 

Second-echelon AARs are conducted only after the first-echelon AARs are held and the necessary 
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observations are recorded. Battalion umpires conduct second-echelon AARs. Battalion commanders, 
staffs, company commanders, and officers and non-commissioned officers down to platoon sergeants or 
the equivalent attend. At this echelon, AARs are professional discussions led by commanders and 
battalion umpires to examine what happened, why it happened, and what alternatives should be used in 
different tactical situations. A maneuver battalion AAR might discuss— 

• Organization for combat. 

• Concept of operation and scheme of maneuver. 

• Fire support coordination. 

• Combat engineer support. 

• Employment of antitank weapon systems. 

• Communication support. 

• Target acquisition systems. 

• Staff coordination. 

• Administrative and logistical support. 

• Integration and orchestration of all CA, CS, and CSS elements. 

• Probable results for alternate courses of action. 

For example, the AAR might discuss why the battalion did not use combat engineer support properly as a 
combat multiplier and how ineffective planning resulted in inadequate preparation of the battlefield. The 
lessons learned can apply to the next exercise. The engineer officer who supported the battalion should 
be present to discuss the proper use of combat engineers. 

A maintenance battalion AAR will cover— 

• Systematic procedures for requesting spare parts. 

• Procedures for dispatching contact teams to support maneuver units. 

• Training shortcomings in specific maintenance areas. 
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• Communication procedures. 

• Maintenance system operations with units above and below battalion level. 

• The effect of terrain, weather, and intensity of combat on the demand for various types of spare 
parts. 

• The effect of new weapon systems on maintenance procedures. 

• Recovery and evacuation. 

• Controlled substitution. 

• Maintenance collection points. 

• Operational safety. 

• Operational readiness plan. 

• Mission essential maintenance only (MEMO). 

• Calibration. 

• Repair facility sites. 

For example, the AAR might discuss the procedures for dispatching contact teams to perform forward 
area maintenance and how a lack of organic transportation degraded responsiveness. The AAR addresses 
alternate means of transportation available to the battalion and procedures to obtain and use them. If the 
unit SOP seems to be in error, the discussion should focus on correcting and validating it in the next 
similar exercise. 



Third Echelon 

Third-echelon AARs are conducted after the second-echelon AARs are completed, allowing enough time 
for compiling necessary observations and examining lessons learned at the battalion level. Brigade 
umpires conduct third-echelon AARs for the commanders, staffs, and appropriate non-commissioned 
officers. Battalion commanders, their staffs, and company commanders attend. AARs at this echelon are 
professional discussions of what happened and why. However, third-echelon AARs include— 

• Operations under limited visibility. 



http://www.adtdl.army.mil/cgi-bin/atdl.dll/fm/25-4/Appg.htm (8 of 1 1) [1/11/2002 2:33:05 PM] 




FM 25-4 Appendix G 



• Tactical operations in an NBC environment. 

• The impact of new systems and doctrine on operations. 

• Intelligence preparation of the battlefield. 

• Tactical operations against different enemy actions. 

• Effects of enemy EW activity on friendly operations. 

• Integration and use of all CA, CS, and CSS assets. 

If the exercise were conducted in summer under ideal conditions, the AAR could discuss how the same 
operation would be conducted in winter on frozen ground and with limited visibility. Under such 
conditions, operation planning would have to consider— 

• Increased control measures. 

• Degraded air support. 

• Limitations on target acquisition. 

• Effects of cold weather on troops and equipment. 

• The impact on logistical systems. 

Third-echelon AARs conducted for the DISCOM should be attended by the commander, staff, 
subordinate battalion commanders and staff, and company commanders. Representatives from maneuver 
and combat support units (EA, engineer, ADA) should also attend. These AARs should cover all aspects 
of CSS during the exercise and their impact on the tactical operation. Topics for discussion include— 

• Medical support and casualty evacuation. 

• Personnel and administrative support. 

• Supply system operations. 

• Maintenance procedures. 

• Transportation. 
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• Ammunition hauling and stockpiling. 

The AAR discusses the time units actually spent supporting exercise requirements as opposed to the time 
they spent on scenario events. The AAR compares the training benefits received from responding to 
actual situations caused by the exercise to the benefits from simulated situations. The lessons learned 
from this comparison allow planners to schedule events for CSS units during future exercises. They also 
provide indicators of what will actually be required in combat and allow commanders to fine tune 
support systems and procedures. 



Fourth Echelon 

Fourth-echelon AARs bring together comments from all previous AARs and the exercise in general. The 
exercise director and control staff conduct these AARs. Those attending are division commanders and 
staffs, along with the commanders and staffs of the DISCOM, the maneuver brigades, and their battalion 
commanders. Fourth-echelon AARs focus on the exercise objectives and the degree to which they were 
accomplished. They are professional discussions of the effects of decisions made in response to changes 
in the battlefield environment. They discuss battle staff training, survivability operations, and the CA, 
CS, and CSS integration necessary to fight and win air-land battles. They discuss how new systems 
impact on operations. 



AFTER-ACTION REPORTS 

Formal after-action reports should be submitted as soon after training exercises as practical. Normally, 
this is no longer than one to two weeks. Exercise directors are responsible for producing this report. 

The written after-action reports inform all units about combat, CS, and CSS problems encountered during 
the exercise. They document strengths and weaknesses of operations. They also include test results on 
new tactics, techniques, and equipment. Commanders and staffs should use them as input for long-and 
short-range planning for training. The format and content of after-action reports vary from one command 
to another. Exercise LOIs should provide guidance for the format. See Eigure 37 for a sample after-action 
report. 
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FIGURE 37. SAMPLE AFTER-ACTJON REPORT. 

DATE _ 

SUBJECrt: After- Action Elcport, FTX 

A. ExiK.'utive ^ummpry (informs senior leaders about exercises at bri:gade and 
above. CunluinH nij^nificant lessons learned, discussion of unit readiness, and 
recommendalioiiH for future traininif) 

R. I^etter of transmittal 

C. ExutcLwu objective (restated from the exercise LOl) 

Dn General discus h ion (detailed diacunninn of significant events^ lessons learned, 
and exercise support reiiuireiuents. Findingu and ccmcluninnH uHEu.iciated with each 
lesson learned, and exercise support dcflcEeneJes. Specific rccummendationa for 
future training and conduct of exercisesl 

ANNEXES, as required 

Annex A Personnel 

Annex B IntelHgence 

Annex C Aviation 

Annex D Electronic Warfare 

Annex E Founding Procedure 

Annex F After- Action Reportn 

Annex G Logistics 

Annex H Public Affairs 

Annex 1 Civil /Military Operations 

Annex J Range Instruetions 

Annex K Cominunications 

Annex 1. Operations Security 

Annex M Protocol 

Annex N Maneuver Damage and Environmental Considerations 

Annex O Control Cell Organization 

Annex P Provost Marahal 

Annex Engineer 

Annex H Distribution 
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Glossary 

A 

AAFCE Allied Air Forces, Central Europe 

AAR after-action review 

AC Active Component 

ACC area coordination center 

ACCB air cavalry combat brigade 

ACE Allied Command, Europe 

ACR armored cavalry regiment 

ADA air defense artillery 

ADM atomic demolition munition 

ADP automatic data processing 

AFCENT Allied Forces, Central Europe 

AFNORTH Allied Forces, Northern Europe 

AFSOUTH Allied Forces, Southern Europe 

AG adjutant general 

AH attack helicopter 
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ALO air liaison officer 
AMEDD Army Medical Department 
APC armored personnel carrier 
AR Army regulation 

ARTBASS Army Training Battle Simulation System 

ARTEP Army Training and Evaluation Program 

ASA aviation support activity 

ASIC all-source intelligence center 

ASOC air support operations center 

ATGM antitank guided missile 

ATLAS A Tactical, Logistical, and Air Simulation 

AVKP armored vehicle kill probability 

AVLB armored vehicle launched bridge 

B 

BAI battlefield air interdiction 
BC battalion through corps 
BCC battery control center 
BDA bomb damage assessment 
bde brigade 
BE Belgium 
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BMNT before morning nautical twilight 
bn battalion 
BR Britain 

C 

C confidential 
CA combat arms 
CAA combined arms army 
cal caliber 

CAMMS Computer- Assisted Map Maneuver Simulation 
CAS close air support 

CATTS Combined Arms Tactical Training Simulator 

CBR chemical, biological, and radiological 

CBU cluster bomb unit 

CC company commander 

CENTAG Central Army Group, Central Europe 

CEV combat engineer vehicle 

CEWI combat electronic warfare intelligence 

CFX combined field exercise 

cal caliber 

C/F command/fire 
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Cl counterintelligence 

CINCUSAREUR commander in chief, United States Army Europe 
cml chemical 

CMO civil-military operations 
CO company 
COL colonel 

COMMZ communications zone 
CONUS continental United States 
COSCOM corps support command 
CP command post 
CPT captain 

CPX command post exercise 
CS combat support 
CSH combat support hospital 
ctg cartridge 

CSS combat service support 
CTX combined training exercise 
C/V Chaparral/Vulcan 

D 

DA Department of the Army 
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DACCS Department of the Army Command and Control System 

DAME division airspace management element 

DD Department of Defense 

DEPEX deployment exercise 

DISCO division support command 

div division 

DIVARTY division artillery 

DMMC division materiel management center 

DS direct support 

DST director station trailer 

DTG date-time group 

E 

E exercise (STARTEX) 

EAC echelons above corps 

ECC exercise control center 

ECM electronic countermeasures 

EDRE emergency deployment readiness exercise 

EEI essential elements of information 

ENCOM Engineer Command 

ENDEX end of the exercise 
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EPW enemy prisoner of war 
E/TA electronic target acquisition 
ESM electronic warfare support measures 
EUCOM European Command 
EW electronic warfare 

F 

FA field artillery 

FAAR forward area altering area 

FAC forward air controller 

FARP forward arming and refueling point 

FASCO forward area support coordinator 

FCX fire coordination exercise 

FDC fire direction center 

FEBA forward edge of the battle area 

ISG first sergeant 

FIST fire support team 

FM frequency modulated 

FO forward observor 

FORSCOM US Army Forces Command 

FPF final protective fire 
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FR France 

FRAGO fragmentary order 
FS fire support 
FSC fire support coordinator 
FSE fire support element 
FSO fire support officer 
FSS fire support section 
FTX field training exercise 

G 

G1 assistant chief of staff, G1 personnel 
G2 assistant chief of staff, G2 intelligence 
G3 assistant chief of staff, G3 operations and plans 
G4 assistant chief of staff, G4 logistics 
G5 assistant chief of staff, G5 civil affairs 
GBU guided bomb unit 

GDR German Democratic Republic (East Germany) 

GE Germany, Federal Republic of (West Germany) 

GELD ground laser locator dectector 
GP general purpose 
GS general support 
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GT gun-target 

GTA graphic training aid 

H 

HAWK homing-all-the-way killer 
HC high concentrate 
HE high explosive 

HELLFIRE Helibome Laser Fire-and-Forget Missile System 
HQ headquarters 
HTF how-to-fight 

I 

ID identification 

IPB intelligence preparation of the battlefield 
IPR in-process review 

J 

JCS Joint Chiefs of Staff 
JTX joint training exercise 
JVB joint visitor's bureau 

K 

KIA killed in action 
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KT kiloton 

L 

LAW light antitank weapon 
lb pound 

LC line of contact 
LD line of departure 
LFX live-fire exercise 
LOG lines of communication 
LOI letter of instruction 
LT lieutenant 
LTC lieutenant colonel 

M 

m meter 

MAB mobile assault bridge 

MAC maneuver area command 

MACE Military Air Cargo Export System 

MAJ major 

MAPEX map exercise 

MBA main battle area 
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MCC movement control center 

MEDCEN medical center 

MEDCOM Medical Command 

MEDDAC medical activity 

MEMO mission essential maintenance only 

MEDMOD Medical Module 

METT mission, enemy, terrain, and troops available 

MI military intelligence 

MILES Multiple Integrated Laser Engagement System 
MLB metallic link belt 
mm millimeter 

MMC materiel management center 

MOPP mission-oriented protection posture 

MOS military occupational specialty 

MOUT military operations on urbanized terrain 

MP military police 

MRL multiple rocket launcher 

MSG master sergeant 

MSR main supply route 

MST maintenance support team 

MTC maneuver training command 
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MTOE modification table of organization and equipment 

N 

NA not applicable 

NATO North Atlantic Treaty Organization 
NBC nuclear, biological, chemical 
NCO noncommissioned officer 
NCOIC noncommissioned officer in charge 
NL Netherlands 
NOE nap-of-the-earth 

NORTHAG Northern Army Group, Central Europe 
NTC National Training Center 

O 

OB order of battle 
0/0 on order 
OH observation helicopter 
O/I operations/intelligence 
OIC officer in charge 
OP observation post 
OPCOM operational command 
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OPFOR opposing force 
OPLAN operation plan 
OPORD operation order 
OPSEC operations security 

P 

P&A personnel and administration 
pam pamphlet 
PL phase line 

PAC personnel and administration center 
PAO public affairs officer 
PDF point detonating fuze 
PERSCOM Personnel Command 
PFC private first class 

POMCUS pre-positioning of materiel configured to unit sets 
PSYOP psychological operations 
PW prisoner of war 

PWRM pre-positioned war reserve materiel 

R 

RACO rear area combat operations 
RATELO radio telephone operator 
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RC Reserve Component 
REALTRAIN realistic training 
REFORGER redeployment of forces to Germany 
RG Reserve Guard 

S 

S secret 

S&T supply and transportation 

51 adjutant 

52 intelligence officer 

53 operations and training officer 

54 logistics officer 

55 civil affairs officer 

SACEUR supreme allied commander, Europe 
SAM surface-to-air missile 
SEC sergeant first class 
SGT sergeant 

SASP special ammunition supply point 
SHORAD short-range air defense 

SIDPERS Standard Installation Division Personnel System 
SITREP situation report 
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SJA staff judge advocate 

SOP standing operating procedure 

SP self-propelled 

SP4 specialist 4 

SQT skill qualification test 

SSG staff sergeant 

SSI specialty skill identifier 

SSN social security number 

SSO special security officer 

STANAG standarization agreement 

STARTEX start of the exercise 

STRAC Standards in Training Commission 

STX situational training exercise 

T 

t ton 

T&E training and evaluation 
T&EO training and evaluation outline 
TA theater army 

TAACOM theater army area command 
TAB target acquisition battery 
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TACC tactical air control center 

TACP tactical air control party 

TACSIM tactical simulation 

TADS Target Alerting Data Display Set 

TASC training and audiovisual support center 

TC training circular 

TD tactical deception 

TDA tables of distribution and allowance 

TES tactical engagement simulation 

TEWT tactical exercise without troops 

TF task force 

TNT trinitrotoluene (dynamite) 

TOC tactical operations center 

TOE table(s) of organization and equipment 

TOT time over target 

TOW tube-launched, optically-tracked, wire-guided missile 

TPT target practice tracer 

TRAC training resource assistance center 

TRANSCOM Transporation Command 

TSOP tactical standing operating procedure 
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u 

U unclassified 
US United States 
UK United Kingdom 

USACAC US Army Combined Arms Center 

USAF US Air Force 

USAREUR US Army, Europe 

USATSC US Army Training Support Command 

USSR Union of Soviet Socialist Republics 

V 

VA Virginia 
VB visitor's bureau 
vs versus 

W 

WIA wounded in action 
WO warrant officer 
WP white phosphorus 

X 

xo executive officer 
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